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Coming Meetings 
1936 

Wisconsin Petroleum Association, 
Plankington Hotel, Milwaukee, Wis., 
Jan. 7, $; 9. 

Northwest Petroleum Association, 
North Dakota division, Waldorf Ho- 
tel, Fargo, N. D., Jan. 13, 14. 

Northwest Petroleum Assoc., 
Minnesota division, Ryan Hotel, St. 
Paul, Jan. 16 and 17. 

Kentucky Petroleum Marketers 
Association, 10th annual meeting, 
Brown Hotel, Louisville, Ky., Feb. 
5, 6. 

Iowa Petroleum Association, Ho- | 
tel Fert Des Moines, Des Moines, 
Iowa, Feb. 18 and 19. 

Ohio Petroleum Marketers Asso- 
ciation, Hotel Deshler-Wallick, Co- 
lumbus, Ohio, Feb. 25, 26, 27. 

Oil Men’s Association of New 
England, Copley Plaza Hotel, Bos- 
ton, Mass., Mar. 12, 13. 

Indiana Independent Petroleum 
Association, Indianapolis, Ind., Mar. 
18 and 19. 

American Association of Petro- 
leum Geologists, annual meeting, 
Tulsa, Mar. 19, 20, 21. 

American Chemical Society, Pe- 
troleum Division, Kansas City, Mo., 
Apr. 13 to 17. 

National Petroleum Association, 
Cleveland Hotel, Cleveland, O., Apr. 
16,. 17, 3e 

Natural Gasoline Association of | 
America, Hotel Tulsa, Tulsa, Okla., | 





May 13, 14, 15. 

International Petroleum Exposi- 
tion and Congress, Tulsa, Okla., 
May 16 to 23. 

Pennsylvania Grade Crude Oil | 
Assn., 13th annual meeting, State | 
College, Pa., June 18, 19. 
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Kansas’ Governor, Talked of for President, 


Ain Oil Producer for 25 Years 


TOPEKA, Kans., Dec. 21 

T IS possible that Alf M. Lan- 

don, oil man for 25 years 

and governor of Kansas, has 
heard he is being ‘‘mentioned”’ 
for the Republican nomination 
for President. 

News does filter in from the 
outside and there is little doubt 
that he reads the newspapers 
and very likely he turns on the 
radio in the evening. If these 
assumptions are correct, he 
must have been put on notice 
that he is getting quite a bit of 
consideration these days. 

His public attitude up to 
now, however, is that of know- 
ing nothing of the matter. He 
enters his office early each 
morning and settles down to 
consideration of the many di- 
verse problems with which a 
governor has to deal. 

There are no “Landon for 
President’? banners in Topeka 
and there is no campaign head- 
quarters. There isn’t even a 
campaign manager for, as 
stated, Governor Landon hasn't 
formally recognized there is a 
campaign. 

This is one of the political 
phenonema that come along at 
infrequent intervals. It would 
be difficult to locate the man 
who first suggested that Alf 
Landon would look good in the 
White House, although plenty 
there will be who will lay 


December 25, 1935 


By Lawrence E. Smith 
N. P. N. Staff Writer 


claim to that distinction if the 
nomination is voted to the 
Kansan next summer in Cleve- 
land. This writer doubts very 
much that the governor him- 
self, up to a few months ago, 
thought of himself as a candi- 
date. This is almost equivalent 
to the assertion that he so re- 
gards himself now, which, of 
course, the governor is not pub- 
licly proclaiming; so the _ re- 
sponsibility for this bit of spec- 
ulation is not his. 

No, this is not a carefully 
cultivated and irrigated boom. 
It just sprang up wild, like a 
Kansas sunflower, and_ kept 
right on growing. 

The news spread that Kan- 
sas had a governor who had re- 
duced expenses and taxes and 
who was operating the govern- 





This Week's Cover 


The service station shown was 
recently built by Shell Oil Co. at 
Vernon and Crenshaw, Los 
Angeles. Suspension of the can 
opies without pillar supports at 
the pump islands constitutes an 
architectural feat of considerable 
interest even to the layman not 
versed in cantilever suspension 
methods 











ment of the state in an old- 
fashioned manner, with no 
frills and furbelows; a man 
who had been brought up to re 
card Ben Franklin as a greater 
philosopher than Karl Marx 
He still thinks there is merit in 
the “penny saved is a penny 
earned” saying, and _ applies 
that economic bromide to the 
handling of the public funds. 

Someone, somewhere, was 
seized with inspiration. If this 
man could run a state econom 
icallv, giving the taxpayer a 
break, why couldn’t he do the 
same thing nationally? This 
someone told it to someone else 
and the idea spread. The talk 
got around and the first thing 
anyone knew, Alf Landon was 
a national topic of conversa- 
tion. 

The newspapers set out to 
provide some information on 
this much-discussed man and 
the next development was an 
exhibition of jitters in the na 
tional capital. Harry Hopkins. 
the relief man, betraved the 
apprehension in New Deal cir- 
cles by scolding Governor Lan- 
don for not spending more 
money on relief, which was 
merely rebuking him for not 
spending in the name of the 
state instead of by counties and 
towns. 

The Hon. Smith W. Brook- 
hart, one-time senator from 
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Iowa, asserted that Landon was 
the Standard Oil candidate. 
This was promptly denied by a 
number of independent oil 
men, who testified of their own 
knowledge that the governor is 
and always has been an inde- 
pendent producer. The Hon. 
Brookhart’s interest in the mat- 
ter can be gauged when it is 
remembered that he has a 
$6500 per year job in the U. 5S. 
Department of Commerce, 
where he is supposed to be 
some kind of an advisor on for- 
eign trade affairs; that his son 
gets $4000 per year from the 
same department and _sihis 
daughter is also on the payroll. 
The Brookhart family has done 
very well under the New Deal. 

To these silly attacks Gov- 
ernor Landon made no reply. 
His people in Kansas know the 
truth and, in keeping with his 
present role, he is concerned 
only with what they think and 
believe. He accounts only to 
them, not to the nation. Time 
enough later on to talk back to 
critics outside the state, to peo- 
ple who have no direct finan- 
cial interest in what the gov- 
ernor of Kansas does on behalf 
of the state. 


The financial record of Kan- 
sas, reduced to simple figures, 
is that the per capita cost of 
government, state and local, in 
1929 was $71.33 and in 1934 
was $51.32. Landon was elect- 
ed in 1932, for which year the 
cost was $67.35. These figures 
are for the fiscal years which 
end June 30. He had served 
only half of a fiscal year on 
June 30, 1933, for which full 
fiscal year the cost was $54.93. 
For the fiscal year ended June 
30, 1935, the cost was $52.56, 
a trifle higher than in the pre- 
vious year. 

In total dollars, the cost of 
government in Kansas in 1929 
was $133,612,000. In 1932, it 
was $127,570,000 and in 1934 
the total had been pared to 
$97,000,000, a reduction of ap- 
proximately 25 per cent during 
Landon’s first two-year term. 

Cost of government, as used 
here, means money collected 
from the public. Direct prop- 
erty taxes levied in 1932 to- 
talled $71,730,356 and in 1933 
$64,384,640. 


In all his public utterances 


on the financial achievement 
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during his administration, Gov- 
ernor Landon has given credit 
to the county and municipal 
authorities and the members of 
the legislature who have 
worked whole-heartedly to 
spare the  depression-ridden, 
drought-stricken Kansas tax- 
payer. One of the remarkable 
things is that, along with re- 
duction in government cost, the 
indebtedness of the state and 
the local units has also been 
reduced. The only debt the 
state has is the bonds which 
the people of the state voted 
soon after the war to pay a 
state bonus to Kansans who 
had been in service. These 
bonds were reduced $1,750,000 
from 1932 to 1934 and now 
this debt is $19,250,000. 


Local units of government in 
1932, including all municipal- 
ities, counties, townships and 
school districts, had bonded 
debts of $139,651,328. By the 
close of 1934 this had been re- 
duced by 12 per cent, or $16,- 
761,958. 


RECENT article in a maga- 

zine of national circulation 
referred to Landon as a “horse 
and buggy governor.’ The 
term has been used by persons 
in high authority to character- 
ize the decisions of the U. S. 
Supreme Court against the New 
Deal and as used presents a 
vision of dirt roads, kerosine- 
lamp illuminated houses and 
magic lantern shows as the 
chief entertainment of the peo- 


ple. It is unfair to Governor 
Landon to think of him as a 
man who would subordinate 


the real progress of the people 
to make a financial showing. 
No essential service of govern- 
ment has been sacrificed. He 
has merely insisted upon the 
expenditure of the taxpayers’ 
money without waste. High- 
way construction has been con- 
tinued. Schools have been 
maintained. 

Take this matter of relief. 
U. S. Administrator Hopkins 
scolded because the state had 
raised no money for this pur- 
pose. He merely indulged in 
one of those statements which 
depend for its veracity upon 
hair-splitting as to terms and 
definitions. 





The state, as such, made no 
levies for relief because the 
state constitution provides that 
the countries must make such 
levies. The countries met the 
situation promptly and, during 
1933 and 1934, the relief funds 
spent in the state were 69 per 
cent federal and 31 per cent 
local. There were 27 states 
that raised less than 25 per cent 
of the relief money at home and 
14 of them that provided less 
than 10 per cent. 


And relief administration 
was not made a political matter 
in Kansas, as it was in some 
states. Governor Landon con- 
tinued in office the same ad- 
ninistrator that had functioned 
under his Democratic predeces- 
sor. This administrator, in 
turn, worked largely through 
county commissioners and other 
local officials who were already 
drawing salaries and thus more 
of the actual relief money went 
to the people who needed it. 
It is going to be quite a task to 
work up an anti-Landon cam- 
paign out of the way relief was 
handled in Kansas. 


It seems to this writer that 
the governor himself is a trifle 
bewildered at all this presiden- 
tial talk. It came on with the 
suddenness of a Kansas cyclone. 
Daily the number of visitors to 
the capitol increases. Persons 
of prominence alight from 
trains and go to the governor’s 


offices to have a look at this 
man who, in an era of _ prof- 
ligate spending and monu- 


mental debt accumulation, re- 
duced spending and discharged 
debts. He is almost unique in 
the political scene. 

Other visitors of no prom- 
inence pay their respects. They 
come from the cities, the towns 
and the farms of Kansas and 
neighboring states to pledge 
their support. They receive 
smiling thanks for their good 
wishes, but they get no admis- 


sion that the governor is 
campaigning. 
An orderly basis, by law, 


has been established during the 
nearly three years that Al|lf 
Landon has been governor, for 
continued sound administration 
of the state and local finances. 
The several acts of the legisla- 
ture sum upto this: It is virtu- 
ally impossible for the state and 
its political subdivisions to op- 


(Continued on page 14) 
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\ Rumor That Should Be Stopped Promptly 


By Warren C. 


could stop one very disturbing influence in 
the oil industry today if they would just 
still the rumor that they may be loaning and 
leasing pumps and other equipment pretty soon. 

Salesmen for various larger companies have 
been busy the past few months whispering that 
“if”? in the ears of dealers who are about to buy 
some new equipment. The result is the dealer 
holds up his order and the salesman for the 
equipment company finds himself up a tree. 
Nothing that he can say will assure the dealer 
that the report is not true, and the pump com- 
pany, by the same token, is stymied and does 
not know whether to rush to the head offices 
of the big companies with a price by the thousand 
or not, firing his salesmen as he goes. 

To give foundation to the rumor the oil sales- 
men whisper, is the fact that some of the big 
companies have “fudged’’ a bit on equipment 
until one big company got mad and said it 


Deets of the bigger oil companies 


Platt, Editor 


would follow suit but right out in the open. 
Then the oil companies all promised to be good 
and the big company withdrew its threat. It 
bobbed up again a few weeks ago but the com 
pany evidently was satisfied that the old rule 
of the code, one of the few rules that were ad 
hered to and which saved the industry millions, 
would continue to be recognized by the industry 

It is a rule that should be continued as it will 
save the industry grief and money. 

This would be a good New Year's resolution 
for each oil company to make, and they all might 
well announce it for New Years. Such an an- 
nouncement would only be treating the equip 
ment makers with fairness. Keeping them and 
their sales staffs on tenter hooks does not do 
any one any good. One must admit that a com- 
pany is in a terrible fix if it cannot tell who its 
customers are going to be tomorrow. How would 
you like it? 


Our Industry Was Made the Goat 


HE nonsense and uproar over our govern- 

ment’s back-door attempt to halt gasoline 

shipments to Italy, is now standing out like 
a circus clown at a prayer meeting. Great 
Britain and the other members of the League of 
Nations certainly had no idea at the time of 
stopping their shipments which consisted of 90 
per cent of Italy’s supply. Yet some of the 
amateur diplomats at Washington who may be 
suspected of not loving the oil industry, under- 
took to put and did put the industry in an en- 
tirely false light before the public, such a false 
light that one cannot help but believe it was 
done purposely, and regardless of the falsehoods 
it required. 

With a federal administration that thus tries 
to use the oil industry as a goat, an oil man is 
entirely justified in fearing what the future 
may have in store so far as the administration 
is concerned. 

An interesting discussion of the situation 
abroad with a new angle to it, is given privately 
by an official of a large oil company who has 
traveled considerably in Italy but has not now 
and never has had nor does he expect to have, 
any business relations in Italy or other foreign 
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nations. Also he has heard from a long-time 
friend who is traveling for pleasure in that 
country. This oil man says of the situation: 

“The problem of maintaining a strict neutral. 
ity is extremely complicated. The big point 
which should be made—and it is made in the 
ecent editorial in ‘The Lamp’ but not prom- 
inently enough in my judgment—is that the oil 
companies of members of the League of Nations 
are now supplying oil to Italy not only for 
domestic needs but for war needs. The United 
States has not increased its shipments, so that 
it would seem to follow that any increase for 
war purposes has come from the League of Na- 
tions countries. 





“Of course our Government in its first pro 
nouncement about oil, stuck its neck out not 
only in that it went beyond the authority granted 
by Congress, but it went further than the action 
of the League of Nations. There has been no 
sanction on oil, and yet our Government at- 
tempted to use moral suasion to put a sanction 
on oil from the United States to Italy. 

“T have been surprised at the anti-Italian 
sentiment which seems to have been springing 
up recently. It certainly is not neutrality to 








use embargoes or sanctions vindictively against 
one combatant for the purpose of hamstringing 
it in its war. The sentiment behind the agita- 
tion for embargoing shipments to Italy of raw 
materials adaptable or usable for war quite 
clearly appears to be not one of desire for 
neutrality but rather of vindictiveness against 
Italy. That is the sort of thing that goes 
contrary to the purposes of neutrality and 
might get us into war. 

“As Walter Lippman has pointed out, we have 
got to be very careful in what we do in the 
present situation because it will establish a 
precedent, and if two European nations, such 
as France and Germany, for example, got into 
a war it is certainly highly important that the 
precedent be such that it will not involve us 
in the European war. 

“It is just a happenstance that in the present 
case one of the belligerents, Ethiopia, never has 
depended upon us for supplies. If Ethiopia 
were a European nation also dependent upon 
us for ordinary necessities of life, I wonder if 
the Government or any American people would 
favor such a sentiment as has recently been 
evidenced. 

“A friend of mine has been in Italy during 
all this period. He has been not only bitter 
against the governmental mistakes which were 
made but alarmed. Italian sentiment against 
England is very bitter, and it will be many 
years before England will be able to get any 
trade from Italy which it can get elsewhere. 


“When the half-baked pronouncement from 
Washington came to the effect that oil ship- 





ments to Italy ought to be embargoed, he says 
that the Italian people were simply stunned. 
To them it appeared to be an overt act of hos- 
tility. They knew that it not only went beyond 
the authority given by Congress, but that it went 
far beyond any action of the League of Nations 
or any action of England. He feared that there 
would arise an even greater hatred toward this 
country than toward England, and he felt that 
unless the situation were quickly remedied he 
would have to leave the country. 


“On the other hand, when the situation was 
cleared up about Thanksgiving time and the 
Italian papers on Thanksgiving Day announced 
the clarification made by Secretary Hull, the 
effect of which was to permit shipments of oil 
to Italy, American flags were hung out from the 
houses and everybody was very happy. 


“T think there has been a popular misunder- 
standing of issues in this country. We seem 
to be reversing our historical idea of the free- 
dom of the seas, and also there is a strong senti- 
ment against this country making profits out of 
a foreign war. On the other hand, at least so 
iong as shipments do not place us in danger 
of being drawn into war, I do not believe that 
there would be any sentiment in this country 
to the effect that American owned companies 
operating in foreign belligerent countries should 
cease their normal function and thereby have 
their property seized by the Government, nor 
that this country should inflict hardship and 
suffering upon the non-belligerent population of 
warring countries by withholding normal ship- 
ments of such necessities. 











, 
Kansas Governor 
(Continued from page 12) 


erate on other than balanced 
budgets. , 

The salient facts of Landon’s 
life have been set out in numer- 
ous articles appearing in news- 
papers and magazines in recent 
months. His 49th birthday will 
fall upon Sept. 9, 1936. He 
holds a law degree, University 
of Kansas, 1908, but never 
practiced. He has been in the 
oil business for about 25 years 
as an independent producer and 
lived in Independence, Kans., 
all those years. He still op- 
erates his properties, which are 
mainly located in the shallow, 
stripper-well area of southern 
Kansas. 

He served as first lieutenant 
in the chemical warfare service 
the 


of the army during war. 
His political training began 


with his home precinct. He was 
chairman of his party 
1928, state chairman. 


county 
and, in 
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He sought no public office until 
1932, when he was. elected 
governor on the same day that 
Roosevelt was given a majority 
of 75,000 by Kansans. He was 
re-elected in 1934 by a margin 
of 70,000. 


N.G. A. A. Convention 
Committee Appointed 


TULSA, Dec. 21.—Appoint- 
ment of the program committee 
for the fifteenth annual conven- 
tion of the Natural Gasoline As- 
sociation of America has been 
announced by T. R. Goebel, 
Skelly Oil Co., president. 

The committee is composed of 
George P. Bunn, Phillips Petro- 
leum Co., Bartlesville, chair- 
man; R. E. Baker, Shell Petro- 
leum Co., Tulsa; W. F. Fulton, 
United Gas Public Service Co., 
Houston; R. D. Gibbs, Union Oil 
Co. of California, Los Angeles; 
W. B. Moran, J. E. Crosbie, Inc., 


Tulsa; J. W. Vaiden, Skelly Oil 
Co., Tulsa. 

At the same time President 
Goebel announced a change in 
the convention headquarters, 
the convention having been 
shifted from the Mayo hotel, 
where reservations previously 
had been made, to the Hotel 
Tulsa in order to accommodate 
the American Petroleum Insti- 
tute which will hold its mid- 
year meeting in Tulsa May 13, 
14 and 15. 

The dates for the Natural 
Gasoline association’s conven- 
tion remain unchanged, which 
means that the two conventions 
will run concurrently, giving oil 
men an opportunity to attend 
the sessions of both meetings 
during the three days, and to 
take in the International Petro- 
leum Exposition, which will 
open Saturday, May 16. 


Because of these two conven- 
tions at the opening of the Expo- 
sition the same week Tulsa was 
preparing to entertain the larg- 
est number of oil men in its 
history. 
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Chicago-Los Angeles Motor Freight 


Caravan Makes Trip in 4.5 Days 


CHICAGO, Dec. 20 
NE hundred and five years 
Orie: the first ox cart took 
six months to cross this 
country, a caravan of five trans- 
port tractor trucks and trailers, 
carrying 90,000 pounds of pay- 
load freight, rolled into Los An- 
geles from Chicago in four and 
one-half days. 

This completed the first offi- 
cial Chicago to Los Angeles mo- 
tor freight run in the history of 
transportation. 

This pioneer run presages the 
elimination of from three to five 
days from the railroads’ freight 
transportation time between the 
Atlantic and Pacific Coasts. 
Regular service between Chi- 
cago and Los Angeles is to be 
inaugurated early in 1936, with 


daily departures from both 
cities. New York to Chicago 
service is under consideration 


on an equally fast schedule. 
Five-day freight service be- 
tween Chicago and the west 
coast will be part of the net- 
work of motor freight lines to 
be consolidated under the ban- 
ner of the Keeshin Transconti- 
nental Freight Lines, Seven-day 
service between New York and 
Los Angeles is planned. This 
compares with the fastest pres- 


Fleet 
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of trucks at Chicago 


ent railroad freight service of 
10 to 11 days. 

The caravan of five motor 
transports, in the inaugural 


run, rolled across the country on 
a 24-hour schedule, without 
stopping except for fuel. It de- 
parted from Chicago the morn- 
ing of Dec. 13. Thirteen drivers 
alternated at the wheels, spend- 
ing their off-time in the sleeping 
coach which accompanied the 
fleet. 

The caravan passed through 
Kansas City at 7 a.m. Dec. 14, 
arriving in Los Angeles, Dec. 17 
at 8:17 p.m. The total elapsed 


time was 110 hours and four 
minutes, 

Besides the five hauling units 
the caravan consisted of one 


scout car, and a sleeping coach 
hauled by another car. Each 
trailer carried 18,000 pounds of 
freight. The trailers were de- 
signed by the Freuhauf Trailer 
Co. The tractor trucks were all 
of different makes. 

The 90,000 pounds total pay- 
load consisted of automobile 
parts, tires, accessories, and 
general merchandise from Chi- 
cago wholesale houses. Forty 


shippers sent merchandise on 
the haul. 
The truck freight rate was 


the same as the railroad classi- 
fication rate for the specific mer- 
chandise, While the shipper did 
not benefit by any lower rate, 
his shipment reached Los An- 
geles two days ahead of com- 
petitive schedules. 

For the return trip, two loads 
of oranges are being carried. 


Fruit is consigned to the East 
Coast. Provisions have been 


made to cool the trailers south 
of Kansas City, and charcoal 
burners will be carried in the 
northern climate to insure even 
temperatures inside the trailers. 
Keeshin 
reported that all 
turned in excellent 
ances, There were 
difficulties on carburetor ad- 
justments, on account of 
changes necessitated by alti- 
tude over the mountains. No tire 
trouble was encountered. Six 
makes of tires were used 


officials 
equipment 
perform- 
some minor 


company 


AJOR difficulties consisted 

of delays at ports of entry 
for inspection in far western 
states, especially on the borders 
of Arizona and New Mexico. 


Safety was an important con- 


sideration in the truck equip- 
ment. Besides the customary 
safety devices and lights, the 


trailers had special air-brakes, 
operated independently of those 
on the tractors. Tractors also 
had double fog lights, sending 
out amber colored beams, and 
there were red and_— green 











ready for their 


$.5-day treight run to Los Angeles 














marker lights to clearly outline 
the front, sides, and rear of 
trucks and trailers. 

Each driver selected for the 
trip was given qa special physical 
examination. Trucks were equip- 
ped with governors to limit the 
speed to 40 miles per hour. 

“Success of this trail-blazing 
run to the coast lays the ground- 
work for establishment of regu- 
lar motor freight service leay- 
ing Chicago daily and arriving 
in Los Angeles on the fifth 
morning,’ said J. L. Keeshin, 
president of Keeshin Transcon- 
tinental Freight Lines, Inc. 

“We plan to inaugurate our 
regular service from Chicago to 
Los Angeles with daily depart- 
ures from both terminals early 
in 1936.” 

The itinerary of the fleet was 


mapped out by road experts of 


the Socony-Vacuum Oil Co. 
Trucks were routed from Chi- 
cago through Kansas City, 
Dodge City, Pueblo, Albuquer- 
que, and into Los Angeles. It is 
believed that this will be the 


main route selected for the 
regular Chicago-Los Angeles 
Service. 


The Keeshin company oper- 
ates truck lines in many cities, 
with the present 1400 units ex- 
pected to be increased to 2000 
next year. Associated with Mr. 
Keeshin are John Hertz and 
Lehman Brothers, New York 
financiers. Mr. Keeshin was in 
the transportation business in 
the horse-and--dray days of 
Chicago’s old South Water 
Street, and in 1916 began build- 
ing his present motor fleet. 


Court Comments on Proposal 


To Amend Constitution 


CLEVELAND, Dec. 23.—-The 
Wagner Labor Disputes law, 
which sets up the rights of em- 
ployes to organize and bargain 
collectively and which created a 
national labor relations board 
to settle disputes between work- 
ers and employers, was held un- 
constitutional by a Missouri 
federal court Dec. 21. 

This is the first federal court 
ruling on the legality of this 
act and as such it is of consider- 
able news importance. 

However, of even greater im- 
portance is the fact that the 
court, in its opinion in this 
case, took cognizance of a pro- 
posed amendment to the Con- 
stitution which would give the 


New Deal administration the 
power to do many of the things 
which they are now being 
denied by the federal courts. 
This amendment would give 


Congress the right to regulate 
the oil industry in all detail. 
There has been talk of pro- 
posals to amend the Constitu- 
tion, particularly since the U. S. 
Supreme Court ruled out the 
National Industrial Recovery 
Act and its codes. The judge of 
this Missouri federal court, 
Merrill E. Otis, referred speci- 
fically to a resolution to amend 
the Constitution pending in the 
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congressional committee on the 
judiciary. He said: 

“There is now pending in 
Congress a resolution to amend 
the Constitution. The first sec- 
tion of the proposed amendment 
is this: 

“<The Congress shall have 
power, by laws uniform in their 
geographical operation, to regu- 


Harry A. Wilson 












late commerce, business, indus- 
try, finance, banking, insurance. 
manufacturers, transportation, 
agriculture and the production 
of natural resources.’ 

“When the proposed amend- 
ment has been submitted and 
ratified, the statute now un- 
der consideration (the Wagner 
labor disputes act) in the re- 
spects considered here, if then 
reenacted, certainly will be con- 
stitutional, but not until then. 

“Then, also, what yet remains 
of the sovereignty of the states 
will cease to be and the ‘citizen’ 
will have become a subject.”’ 

Judge Otis, whose court sits 
at Aurora, Mo., in his opinion 
declared the entire Wagner act 
unconstitutional. He said the 
heart of the act was contained 
in a single sentence of Sept. 10: 
“The (Labor Relations) board 
is empowered, as hereinafter 
provided, to prevent any person 
from engaging in unfair prac- 
tice affecting commerce.” He 
held that the dispute of the 
Majestic Flour Mills, of Aurora, 
with its employes had no direct 
bearing on ‘‘the stream of com- 
merce.’’ He granted the mill a 
temporary injunction against a 
complaint of the labor board 
which had cited it for alleged 
refusal to bargain a wage and 
hour agreement with a union of 
its employes. 


Harry A. Wilson Heads 


Tulsa Purchasers 


TULSA, Dec. 23.—Harry A. 
Wilson, Superior Oil Corp., has 
been elected president of the 
Purchasing Agents’ Association 
of Tulsa, and will be installed, 
along with other new Officers, 
at the meeting January 14. 

The following new officers 
were elected to serve witb Mr. 
Wilson: 

C. M. Taylor, Indian Territory 
Illuminating Oil Co., first vice- 
president; M. F. Bridges, Tide 
Water Oil Corp., second vice- 
president; V. W. Bailey, Taub- 
man Supply Corp., secretary- 
treasurer; H. M. Cosgrove, ex- 
ecutive secretary, and E. R. 
Welch, assistant secretary. The 
latter two were re-elected. 

Mr. Wilson, who was first 
vice-president during the past 
year, succeeds H. F. Stover of 
the Gaso Pump & Burner Manu- 
facturing Co. 
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9 Per Cent Increase in January 


Gasoline Demand Forecast 


WASHINGTON, Dec. 21 

OR the first time since in- 
Fvatiaation of the oil code last 

May, the oil industry now has 
an ‘“‘official’’ estimate of re- 
quired production of gasoline 
which is broken down inte totals 
for each refining district. 

The Bureau of Mines, in its 
forecast for January, 1936, esti- 
mates the required production 
of finished and unfinished gaso- 
line at 36,390,000 barrels for 
that month and submits recom- 
mendations for production in 
each refining distriet. The Bu- 
reau for several months has 
been issuing a forecast of total 
production, but this is the first 
time the estimated total has 
been distributed among the dif- 
ferent refining areas. 

While the oil code was in ef- 
fect, the oil administrator, on 
the recommendation of the Bu- 
reau of Mines, each month fixed 
a total production allowable for 
the United States. The Plan- 
ning and Co-ordination Commit- 
tee then broke this total down, 
setting a production allocation 
to each district. 


When the oil code was killed 
May 27 by the Supreme Court’s 
NIRA decision, authority for 
this system of allocating gaso- 
line production ceased. 


The Bureau of Mines con- 
tinued to submit to Secretary 
Ickes a monthly forecast, esti- 
mating required production of 
crude and gasoline. But it was 
not until the middle of August, 
when the forecast for September 
was released, that the Bureau’s 
recommendations were made 
public. A breakdown on re- 
quired production of crude was 
contained in these forecasts, but 
only a national total for gaso- 
line production. 

Domestic demand for motor 
fuel for January, 1936, was esti- 
mated at 30,630,000 barrels, 
representing an increase of nine 
per cent over January, 1935. 

“Although it might appear un- 
duly optimistic to predict a nine 
per cent increase in consumption 
to start the new year,’’ the bu- 


December 25, 1935 


reau said, “it is apparent that 
the material increase in new car 
registrations and the general 
improvement in business condi- 
tions have influenced consump- 
tion more than contemplated.” 

Exports of motor fuel in Octo- 
ber (2,461,000 barrels) were so 
much below exports in Septem- 
ber (2,985,000 barrels) as to in- 
dicate ‘‘that the seasonal de- 
cline is exerting a greater effect 
on such trade than increased or- 
ders from Europe,” said the bu- 
reau in estimating January gas- 
oline exports” at 2,230,000 
barrels as compared with 
2,400,000 barrels estimated for 
December. 


TOCKS of finished and unfin- 

ished gasoline on Nov. 30 to- 
taled about 52,000,000 barrels, 
indicating an increase of about 
2,200,000 barrels during the 
month, the report continued. 
With the economic level of 66,- 
500,000 barrels on March 31 as 
the objective, an increase of 
4,230,000 barrels has been pro- 
vided for January, the report 
said. 

Deducting ‘‘direct’”’ sales of 
700,000 barrels from the total 
demand, and adding the stock 
increase, gives a total of 36,- 
390,000 barrels, or 1,173,900 
barrels daily average, as the re- 
quired production of gasoline in 
January, 1936, The Bureau’s 
recommendatory levels for gas- 
oline production in each refin- 
ing district for January follows: 


Barrels 

East Coast : 6,380,000 
ADPalAchiIan ....cicc.c.s. 1,450,000 
Indiana-Illinois 5,810,000 
CRIADOMIG. «..ciccsciicccss. 2,340,000 
Kansas and Missouri . 2,270,000 
Inland Texas .......... 2,580,000 
Sere COUPES | vxichciacdadieuscae ss 7,500,000 
Louisiana Gulf .................. 1,350,000 
Arkansas-Louisiana Inland 660,000 
Rocky Mountain ................. 710,000 
California ..... ne ... 5,340,000 
ROU Sokcdcdisdcdétiinidnseeis eee 


The percentage of natural 
gasoline in the gasoline to be 
manufactured in January was 
estimated at 7.3 per cent—-low- 


er than in December but higher 
than the actual of January, 
1935. Based on this ratio, the 
quantity of naturals to be util- 
ized will be 2,650,000 barrels, 
leaving 33,740,000 barrels of 
gasoline to be made from crude. 

Counting an average gasoline 
vield of 44.05 per cent, the bu- 
reau figured that 76,590,000 
barrels of crude would be run 
to stills in January. 

Imports of crude have been 
less than anticipated, the bu- 
reau said, so the allowance for 
runs of foreign crude in Janu- 
ary has been reduced to 2,750,- 
000 barrels, from 3,030,000 bar- 
rels used in the December calcu- 
lations. Crude exports in Janu- 
ary were estimated at 3,570,000 
barrels, or about the same as for 
December. Transfers of crude 
to fuel-oil stocks have increased 
in recent months, particularly 
in California, hence the esti- 
mate for this item (including 
losses) was raised to 2,700,000 
barrels, it was said. 


Provision was made for an 
average daily withdrawal of 
25,000 barrels from crude 


stocks in January, as compared 
with 35,000 barrels recommend. 
ed for December. ‘Both fig- 
ures,’’ the report explained, 
‘“‘can be said to represent a com- 
promise between the opinions 
that stocks should be reduced in 
California, that some major 
purchasers will continue to 
draw on their stocks, and that 
stocks in a few states might well 
be reduced.’’ 


Considering these factors, the 
Bureau estimated the daily av- 
erage required production of 
crude oil for January, 1936, at 
2,559,200 barrels. This is 19.- 
000 barrels over the level sug- 
gested for December and nearly 
100,000 barrels above the 
lowable for January, 1935. 


The Bureau’s estimates of re- 
quired production by states 
shows increases for most states. 
The recommendation for Texas 
was up 11,400 barrels, which 
was related principally to the 
large increase provided for in 
gasoline stocks along the Atlan 
tic seaboard, according to the 
report. Increases in Louisiana, 
New Mexico and Michigan were 
described as reflections of in- 
creased interstate movements 
from those states, at the ex- 
pense of other states. 

Daily average required pro- 


al- 
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duction in barrels, by states for 
Janualy, with comparative fig- 
ures for December, as estimated 
by the Bureau, follow: 


December January 
State 1935 1936 
(Qo) ee 1,005,800 1,017,209 
California 513,800 517,800 
Oklahoma 480,100 481,000 
LC ae 138,700 134,000 
Louisiana ....... 128,000 132,600 
New Mexico .... 55,500 59,300 
Michigan 41,800 42,200 
Pennsylvania 39,700 39,700 
Wyoming ........ 35,100 30,200 
Arkansas ........ 28,100 28,900 
Kentucky ...... 14,300 14,590 
Montana ........ ; 11,500 11,300 
SRUISIS: ow ..2s050 10,900 11,300 
APRN ccivsceccccssiws 10,500 10,200 
New York ......:. 10,300 10,100 
West Virginia .. 10,000 10,000 
Colorado ....<.... 4,000 3,709 
INGIANA 5 .5..5<<<. 2,100 2,200 

2,540,200 2,559,200 


Special Dividend Declared 


NEW YORK—tTide Water As- 
sociated Oil Co. has declared a 
special dividend of 25 cents a 
share on 5,898,862 shares of 
common stock, payable Jan. 15 


to stock of record Jan. 3. This 
is the first payment on the 
common stock since Feb. 16, 
1931. 


In the first nine months of 
1935 the company earned 53 
cents a share on the common. 
For the full year 1934 net 
profit was equivalent to 35 
cents a share on 5,681,341 com- 
mon shares after requirements 
on the preferred. 

The directors hope the trend 
of earnings will justify future 
common dividends, William F. 
Humphrey, president, said. 


Gives Reasons for Cancellation 


Of Argo Gasoline Contract 


LANSING, Dec. 19 
OLDING a closed _ session 
i to receive Shell Petro- 
leum Corp.’s marketing 
cost figures the legislative com- 
mittee investigating oil mar- 
keting in Michigan resumed 
hearings here Dec. 18. At the 
close of the session, hearings 
were postponed until about the 
third week of January. 

Frank McSweeney, state 
manager for Shell, requested 
the committee go into an “ex- 
ecutive’? session because his 
company did not want its cost 
records to become public prop- 
erty. 

At the conclusion of the 
closed session, Buell F. Jones, 


of the legal department of 
Standard of Indiana, formally 
protested the committee’s ac- 


tion in taking testimony that 
cannot be put into the public 
record of the committee’s 
hearings. 

At the open hearing later, 
McSweeney gave his version of 
reasons why Shell cancelled its 


gasoline contract with Argo 
Oil Corp., Detroit, in April of 


this year. At the last session of 
the .committee, Argo’s inability 
to obtain a franchise from the 
Ethvl Gasoline Corp. had been 
dug into. 


1X 


McSweeney testified that he 
recommended cancellation of 
the contract because Argo was 
selling Shell gasoline at sta- 
tions not displaying Shell signs 
and advertising, and also was 
selling it below the prices post- 
ed at Shell stations, in viola- 
tion of its contract. This hurt 
his dealers and they were com- 


plaining, he said. It was to 
protect them that he recom- 
mended canceliation of the 
contract. 


HE contract was signed in 

April, 1933. Under its terms. 
Shell was to provide gasoline 
to Fisher Industries, of which 
Argo is a subsidiary, but Shell, 
according to McSweeney’s tes- 
timony, reserved the right to 


determine what outlets Argo 
could supply with Shell gaso- 
line. 

McSweeney testified that in 


the summer of 1933 Roy Fish- 
er came and told him that they 
could do a big cut-price busi- 
ness if they could get the gaso- 
line. MeSweeney said that he 
told Fisher that he would not 
be a party to that kind of busi 
ness. 

follow 


Almost immediately 





ing this conversation, Mc- 
Sweeney said he noticed that 
the volume of gasoline taken 


under the contract began. to 
exceed the amount they had 
estimated would be required. 


He said he suspected that Argo 
was delivering gasoline to un- 
approved stations. 

McSweeney told Fisher of 
his suspicions and he testified 
that Fisher tacitly admitted 
doing it. Asked by the com- 
mittee what he meant. by 
“tacitly admitted it’, Mce- 
Sweeney said, “He smiled 
knowingly.”’ He also said that 
Fisher assured him then as he 
did a number of times that the 


practice would not be con- 
tinued. 

The practice did continue, 
however, McSweeney testified, 


and he began to get complaints 
from his salesmen, dealers, and 
other marketers. During all of 
1934 other marketers in the De- 
troit area brought up the sub- 
ject of Shell gasoline being sold 
at cut-prices at Argo stations. 
Mr. McSweeney said that these 


other marketers were ‘“razz- 
ing’’ him about it rather than 
complaining. 

The committee asked Mc- 


Sweeney if any outside sources 
tried to bring pressure to bear 
to get him to cut off Argo’s sup- 
ply. He said that he did not 
know of any, and _= denied, 
specifically, that he knew 
whether or not Amos Ball or 
E. J. Bullock, Standard of In- 
diana executives, had contact- 
ed Shell officials in St. Louis in 


an attempt to have Shell can- 
cel its contract with Argo. 
Finally, McSweeney _ testi- 


tied, he went to a meeting of 
independents in November 
1934 at which Fisher was pres- 
ent. There, McSweeney, said, 
he heard definite accusations 
made against Fisher’ which, 
McSweeney testified, Fisher 
did not attempt to deny. 


McSweeney said he immedi- 
ately wrote a letter to the 
home office recommending 
cancellation of the contract. 
Notice of cancellation was 
mailed from St. Louis Dee. 1, 
1934 and cancellation of the 
contract was effected 120 days 
after its receipt by Argo. 
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Detailed Employe Records Necessary 


Under New Social Security Law 


By A. M. Petty 
N. P. N. Staff Writer 


(By Telegraph) 
WASHINGTON, Dec. 25 

HE Bureau of Internal Rev- 

enue has issued an order con- 

cerning records employers 
will be required to keep for the 
federal payroll tax, effective 
Jan. 1, under the Social Security 
Law, but employers are still in 
the dark as to what the states 
will require under their unem- 
ployment-compensation laws. 

The federal tax, which is at 
the rate of one per cent on total 
payrolls in 1936, applies to 
every employer in the United 
States employing eight or more 
persons, except in a few ex- 
empted classes such as agricul- 
tural labor. In 1937, the rate 
will be stepped up to two per 
cent while in 1938 and there- 
after, it will be three per cent. 

“No special form of payroll 
records is prescribed,’’ said an 
official explanation of the order 
on the new federal tax. Full 
text of the order (Treasury De- 
cision No. 4616) is published on 
Page 70 of this issue. 

“Records must be main- 
tained, adequate to show the 
gross payroll and the total tax- 
able payroll, as well as the num- 
ber of persons employed from 
time to time,” the official ex- 
planation continued. 

“No records of amounts paid 
to particular employes are re- 
quired. Employers claiming to 
be exempt from the tax should 
keep records to establish their 
exemption.”’ 

While the federal bureau em- 
phasized that no special form of 
record or. accounting is re- 
quired, most employers prob- 
ably will want to keep detailed 
records on each employe. 

In the first place, there is no 
telling what kind of records 
may be required under state un- 
employment-compensation laws 
which the social security law 
seeks to force the states to en- 
act. Also, detailed records on 


December 25, 1935 


each employe probably will be 
required under the federal old- 
age annuity plan which goes in- 
to effect Jan. 1, 1937. 

Besides federal and _ state 
taxes for unemployment conm- 
pensation, every employer, be- 
ginning Jan. 1, 1937, will be 
taxed one per cent of his total 
payroll while evely employe 
will be taxed one per cent of his 
annual wages (both taxes ap- 
plicable only to first $3000 of 
annual wages), to raise funds 
of the federal old-age annuities. 
Every three years these tax 
‘ates will be hiked one-half of 


‘one per cent until in 1949 and 


thereafter, the rate will be 
three per cent each, or a total of 
six per cent for employer and 
employe. 


NLIKE the unemployment- 

compensation plan, the old- 
age annuities will be entirely 
handled by the federal govern- 
ment. Only the federal tax is 
involved. All tax receipts must 
be invested in interest-bearing 
Obligations of the United States 
or other obligations as_ to 
which the United States guar- 
antees interest and_ princi- 
pal. Benefit payments will be 
made from interest; if this is in- 
sufficient, Congress will have to 
appropriate from the general 
revenues. 


The unemployment-compen- 
sation plan is a_ federal-state 
proposition although federal 


authorities will control its pol- 
icies. Employers in states which 
enact unemployment-compensa- 
tion laws meeting approval of 
the Federal Board will be per- 
mitted to deduct up to 90 per 
cent of their contributions to the 
state unemployment fund. Re- 
ceipts from the federal payroll 
tax go into the general revenue 
fund, All taxes collected under 
approved state laws go into a 
special fund in the United 


States Treasury out of which 
unemployment compensation 
will be paid. Unless a state law 
is approved, its employers will 
be taxed under the state law 
and federal law—but their em- 
ployes will get no benefit what- 
soever. 

Some employers are planning 
to kill several birds with one 
stone in the matter of keeping 
their records. 

Under the federal income tax 
law, every employer is required 
to file with the Internal Reve- 
nue Bureau returns listing each 
employe receiving $1000. or 
more annually, together with 
his marital status, address, and 
similar data. Some employers 
plan to set up a card system 
Which will list data for each 
employe required by the income 
tax law, the state and federal! 
unemployment compensation 
taxes, and the fedeial old-age 
annuities plan. 

While at the present time it 
is impossible to say what the 
federal law will require, let 
alone the state laws, a record 
for each employe might be set 
up, either in loose-leaf volumes 
or on square cards which will 
provide much, if not all, the in- 
formation required by future 
laws and regulations. 

Details have not been worked 
out but roughly speaking, such 
a record system might provide 
columns of the following in- 
formation of each employe; ree- 
istration, number, full name, 
home address, place of employ- 
ment, date and place of birth, 
marital status, time worked 
(subdivided into columns for 
days and total hours), wage 


rate (subdivided into columns 
for weekly rate and_ hourly 
rate), remuneration (subdi- 


vided into wages, allowances, 
other remuneration, and total), 
deductions (subdivided into col- 
umns for employe’s contribution 
to federal old-age annuity tax), 
employe’s contribution (if any) 
to state unemployment-compen- 
sation tax, and total. If need- 
ed other columns for stock pur- 
chase payments, group insur- 
ance and other miscellaneous 
deductions could be provided. 
To compete the coverage ad- 
ditional columns could be added 
for deductions from total re- 
numeration for traveling al- 
lowances and other items of 
legitimate business expense, 
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with a column for total net tax- 
able remuneration. 


The column for ‘‘taxable re- 
muneration’’ would have to be 
subdivided several times, de- 
pending upon provisions of the 
state law. The federal unem- 
ployment payroll tax applies to 
total annual wages while state 
law (like in New York) may ex- 
empt wages of non-manual 
employes receiving more than 
$2500. Also, the federal payroll 
tax for old-age annuities applies 
only to the first $3000 so the tax- 
able base would be different 
than that for the federal unem- 
ployment tax. Arrangement of 
columns for these items would 
depend on state laws. Columns 
paralleling these could also be 
provided for amount of tax paid. 


This information could be 
entered for each payroll period 
or for longer intervals of time, 
state and federal regulations 
permitting. 


The above outline gives some 
idea of the huge administrative 
task which confronts employers 
—not to mention federal and 
state agencies—under the social 
security law. 


The federal agency will have 
to set up bookkeeping machine- 
ry to handle the 25,000,000 or 
more participants in this new 
far-reaching social program. 
tach employe in the United 
States will be assigned a regis- 
tration number (incidentally, 
that will be the acme of “‘regi- 
mentation’’> under the New 
Deal). The states probably will 
adopt these same numbers for 
their records. 

The ultimate cost of federal 
old-age annuities is almost be- 
yond comprehension. According 
to official estimates (Senate 
finance committee report, May 
20, 1935), the reserve fund for 
this purpose in 1980 will reach 
$46,942,700,000. All of this gi- 
gantic fund must be invested in 
federal government securities 
bearing interest, Interest on this 
reserve alone will be $1,406,- 
700,000 annually then. Benefit 
payments by that time will have 
reached $3,511,300,000 a year. 
An annual appropriation of $2.- 
180,500,000 for the reserve fund 
will be required. 


This reserve fund does not 
include funds from state taxes 
deposited in the special account 
to finance unemployment-com 
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pensation payments. This special 
fund ‘‘may’’ be invested in in- 
terest bearing government se- 
curities, 

The fund will greatly exceed 
the present debt of the United 
States which is now about 
thirty billion dollars. 


The annual cost to the tax- 
payers of social security plan 
will reach about $8,500,000,000 
in 1980. This is more than the 
total annual cost of running the 
whole New Deal. 

Building up of this huge 
fund ‘‘would give rise to con- 
stant efforts to use the reserves 
for all kinds of new and unwar- 
ranted governmental activities 
and to liberalize benefits be- 
yond any legitimate require- 
ments,’’ according to a commit- 
tee of the United States Cham- 
ber of Commerce. “If these 
great reserves come into exist- 
ence, they will be a constant 
menace to the public welfare,”’ 
it was said. 


INCE an individual's right to 

a federal old-age annuity 
will be determined by his age in 
1942 (65 years or Over is re- 
quired when the benefits start, 
it will be necessary for him to 
have proof of his birth date. To 
have a check for the claims, the 
federal government is now en- 
gaged in cataloging the birth 
records of every person covered 
in the 1929 census. 

The individual must also 
show that he has worked in each 
of the five years after 1936 and 
earned an aggregate of $2000 
subsequent to 1936—both con- 
ditions to be fulfilled prior to 
reaching 65 years of age. In- 
cidentally, maximum benefit is 
$85 per month. 


Should an individual eligible 
for an old-age annuity die be- 
fore reaching 65, his estate 
would be entitled to 3.5 per cent 
of his total wages after 1936 
subject to tax. 

The federal agency probably 
will call on employers to sup- 
ply information needed to check 
claims, Disputes may arise over 
the amount of wages paid over 
a period of years. Employers 
will want to know when their 
aged employes become eligible 
for an annuity. 

While data of the old-age an- 
nuities will not be needed until 





the end of 1936, it might be ad- 
visable for employers to start 
compiling the information along 
with data required under the 
federal unemployment payroll 
tax, which is effective Jan. 1. 
less than 10 days away. More- 
over, states enacting unemploy- 
ment-compensation laws during 
the coming year may make 
them retroactive to Jan, 1 and 
there is no foreseeing what kind 
of information or records will 
be required from the employer. 


So far, nine states and the 
District of Columbia have en- 
acted unemployment-compensa 
tion laws. Of these, laws of Wis- 
consin, New Hampshire, and the 
District of Columbia have been 
approved. The New York law 
probably will be approved in a 
few days. (See N. P. N. Dec. 18, 
for summary of state laws). 


The Treasury Decision, print- 
ed on Page 70 in this issue, 
quotes definitions of employer. 
employment and wages, from 
the federal law. These are gen- 
eral definitions and are of little 


‘help to the oil industry in decid- 


ing borderline cases such as 
status of operators of certain 
types of leased stations, helpers 
employed by commission agents 


and remuneration other than 
wages. Rules and regulations, 


issuing from the Internal Reve- 
nue Bureau about Jan. 15, will 
clarify these definitions and 
make them more specific. Speci- 
fic interpretations of cases pe- 
culiar to the oil industry will be 
required before status of many 
“employes” and their ‘“‘wages” 
can be cleared up. 


is 


Where the remuneration 


paid in some medium other 
than cash, the federal bureau 
will require employers to list 
such items’ separately. This 


means that when an employe— 





a pumper on some _ isolated 
“stripper well’ lease, for ex- 
ample—is furnished with a 


house, heat, light and a garden 
plot, this remuneration must be 
reduced to its cash equivalent 
and combined with the cash 
wages, It is possible, of course, 
that such allowances may be 
ruled legitimate business ex- 
pense and not an inducement to 
employment and exempted from 
the payroll tax. 

It is believed that the federal 
bureau and perhaps many of the 
states, will permit employers to 
deduct traveling allowances in 
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figuring payroll taxes due. 
Where an employe is paid a 
gross wage out of which he pays 
his own expenses, a ‘“reason- 
able’’ deduction probably will be 
allowed if the employer can 
show about what proportion is 
necessary expense. To be safer, 
an employer might do well to 
make a separate allowance for 
expenses. Strictly speaking, the 
law would regard as taxable re- 
muneration a flat allowance, 
say, 5 cents a mile for the em- 
ployes traveling in his own au- 
tomobile. But this will probably 
be interpreted as expense and 
deductions permitted. 

Nothing definite said on these 
and similar points until the 
regulations are issued and in- 
terpretation handed down, How- 
ever, it indicates the necessity 
for employers keeping detailed 
records. 

Complications are expected 
when adjoining states enact con- 
flicting laws or where coverage 
of the state and federal laws 
does not coincide. At present, 
there are practically no restric- 
tions in the kind of unemploy- 
ment-compensation plan the 
states can set up. Varying meth- 
ods of handling non-resident 
and ‘“interstate-employes,”’ is 
also expected to cause some con- 
fusion, A model statute for all 
states and series of reciprocal 
interstate compacts are two sug- 
gested solutions. It is reported 
the social security board will 
ask Congress to amend the fed- 
eral law to require greater uni- 
tormity in state laws. 

The problem of what to do 
about industrial pension plans is 
one that will confront Congress 
when it convenes, According to 
the United States Chamber of 
Commerce, there are more than 
600 pension plans in effect in 
this country among companies 
with an aggregate of about 3,- 
000,000 employes, About 300 of 
these plans have set aside re- 
serves aggregating $700,000,- 
000 and have deposited these re- 
serves with life insurance com- 
panies or other trustees in irre- 
vocable trusts, it was said. The 
larger part of the cost of these 
plans is borne by the employers. 

There is nothing in the social 
security law exempting private 
pension plans from its opera- 
tion. A joint committee was 
named to study the probelm of 
private pension systems and re- 
port back to Congress. 
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Although only 10 states thus 
far have enacted unemploy- 
ment insurance legislation it 
already is apparent that busi- 
ness will be confronted with 
many different problems be- 
cause of the differences in the 
various state laws. 


A number of objectionable 
features are found in laws al- 
ready enacted. Under’ the 
Alabama law the short period 
for eligibility will give unem- 
ployment benefits which might 
well deplete reserves rapidly. 


‘“Misconduct”’ is not defined in 
any of the state laws and this 
may cause trouble. It is pointed 
out that in some states it may 
be necessary for an employer 
to prosecute and convict an 
employe in order to bar him 
from employment benefits after 
discharge. 


N NEW YORK the provisions 

dealing with unemployment 
because of a trade dispute will 
have the,effect of creating an 
incentive to prolong. strikes 
and force employers to help 
finance strikes lasting longer 
than 13 weeks. 


Some criticism has been 
leveled at the provision for pay- 
ment of unemployment benefits 
in lump sums because of the 
chance it provides for the dis- 
tribution of spoils. Lump sum 
payments are possible in Massa- 
chusetts and Washington and 
under the proposed Illinois law. 


Refusal of ‘suitable’ em- 
ployment bars or reduces bene- 
fits under state laws. Barring 
of benefits is considered neces- 
sary to prevent the sort of thing 
which has been observed among 
some relief clients recently. 


State laws which require em- 
ploye contributions so far en- 
acted are less desirable from the 
employer’s standpoint than the 
other type. Main objections 
are: 

1. Pooling of funds is neces- 
sary as individual employe ac- 
counts could not be transferred 
from employer to employer ac- 
count. 


2. Such contributions would 


bar imposition of penalties 
which might eliminate benefit 
payments. 


3. Employe rates so far set 


up are not adequate so that 


under such systems the cost to 
employers is likely to be in- 
creased rather than reduced. 


S. O. New Jersey Revises 
Employe Pension Plan 


NEW YORK, Dec. 21. 
Standard Oil Co. (New Jersey) 
today announced revision of its 


employe pension plan to take 
into consideration the new So- 
cial Security Law which pro- 


vides for old-age annuities and 
unemployment compensation. 

The company found. that 
“complications raised by payroll 
taxes under the Government 
plan, depreciation of the dollar, 
decline in interest rates on in- 
vested capital and other factors 
rendered continuance of its 
former annuity and stock acqui- 
sition plans not feasible.’’ Dis- 
continuance of the old plan on 
Dec. 31 was authorized by 
stockholders last June, 

Taking effect in a few weeks, 
the new Standard plan will al- 
low employes to supplement 
whatever they might get from 
the federal old-age annuity plan 
(benefits of the government 
plan, however, cannot be drawn 
until 1942). 

The company’s new thrift 
plan permits employes desiring 
to participate to déposit from 
three to 13 per cent of their cur- 
rent earnings. On the first three 
per cent the company will match 
employe contributions dollar for 
dollar. On any amounts up to the 
next ten per cent, the company 
will deposit 50 cents for every 
dollar subscribed by the em- 
ployes. The company may elect 
to make additional deposits in 
the fund. These will be allocated 
proportionally among the par- 
ticipants. 

“The fund thus built up may 
be used for a variety of pur- 
poses, according to the individ- 
ual desire of each employe,” the 
company announcement said. “fA 
certain minimum is required for 
the purchase of an annuity. Be- 
yond that employes may utilize 
their credits to obtain additional 
group annuities, single premium 
life or endowment insurance, 
Standard Oil Co. (N. J.) stock, 
or payment of dues in approved 
hospital or medical associa- 
tions.”’ 

Since the ability of the com- 
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pany to pay the cost of such a 
program is so largely dependent 
upon the size of taxes imposed 
by the government, and since it 
is impossible to forecast the ex- 
tent and nature of changes 
which may come with future 
legislation, it was necessary, it 
was explained, to limit the cost 
of the whole program—includ- 
ing the thrift plan, benefit plan, 
layoff and premature retirement 
expenses, and all Government 
social security taxes—to 11 per 
cent of the payroll, Should this 
figure be exceeded, company 
contributions would be scaled 
down so as to bring the total 
within the 11 per cent limit. 


Brine Disposal Studied 
In Kansas Field 


Recommendations for the dis- 
posal of brines produced with 
crude petroleum and natural 
gas are given in Bureau of 
Mines Report of Investigations 
3297 which are the result of 
study by C. J. Wilhelm and Lud- 
wig Schmidt of the Bartlesville, 
Okla., experiment station. 


Brine disposal is a problem 
of such magnitude in certain 
areas, both to oil and gas op- 
erators and to farmers and 
stock-raisers in the vicinity of 
producing fields in Kansas, that 
the Kansas State Board of 
Health co-operated with the 
Bureau of Mines in this tech- 
nical study. Oil fields in the 
vicinity of McPherson, Kansas, 
were selected for study. 

Returning the brines to sub 
surface formations probably of- 
fers the most satisfactory solu- 
tion, it was concluded. How- 
ever, it was recognized that sub- 
surface disposal is not always 
possible. Where producing for- 
mation has porous. streaks, 
large volumes of brine may 
be returned successfully upon 
proper preparation, such as set- 
tling, filtering, and _ possible 
chemical treatment to prevent 
precipitation of iron and salts 
in the well. Additional studies 
and expciimental work along 
this line should be encouraged, 
it was indicated. 

All wells 
Equus-beds 


the 
have 


drilled in 
area should 


the surface pipe cemented from 
below 


the Equus beds to the 


surface of the ground to prevent 
possible future contamination 
when the wells are abandoned, 
the report stated. All wells 
producing from the Viola lime- 
stone and that show indication 
of producing water from upper 
horizons should be repaired. 


Tests should be made to de- 
termine the effect of back pres- 
sure on wells producing large 
volumes of salt water. Con- 
trolled dilution of the brine by 
dumping it into the surface 
streams draining this area of- 
fers possibilities, especially if 
the streams are included in 
flood-control projects. 





Panhandle Injunction Hearings 
Postponed 


HOUSTON, Dec. 20.—Hear- 
ings before a three-judge fed- 
eral court scheduled for today 
on Panhandle gas injunctions 
have been continued to Jan. 2. 
The court was to decide whether 
present temporary restraining 
orders, making inoperative the 
Panhandle gas orders of the 
Railroad Commission, were to 
be made permanent. 


Texas Allowable Cut 
44,820 Barrels 


TULSA, Dec. 21.—Reduction 
in the basic allowable of fields 
in Texas of 44,820 barrels, Jan. 
1 as compared to Dec. 1, was 
ordered on Dec. 18 by the 
Texas Railroad Commission 
after hearing had been held on 
Dec. 16. The new figure of 1,- 
015,611 barrels is 57,234 bar- 
rels less than the commission’s 
estimate of actual production 
on Dec. 15. 

East Texas is to take another 
reduction on Jan. 1. The per- 
centage of allowable production 
was ordered reduced from 2.8 
to 2.7 per cent. It is estimated 
that the allowable of the field 
will be 428,000 barrels on the 
day the order becomes effective. 
The allowable of this field in- 
creases steadily during any 
month as new wells are com- 
pleted. 

The Conroe field allowable 
was reduced 6150 barrels to 34.,- 


940. Other substantial reduc- 
tions were made in the Van 
field, 5510 barrels, and Yates. 


5869 barrels. 











Polymerization Unit May 
Be Built in Peru 


OTTAWA, Dec. 21.—The 
early establishment of the poly- 
merization process at the re- 
finery of International Petro- 
leum Co. jin Peru was fore- 
shadowed in evidence given be- 
fore the Canadian Tariff: Board 
here recently by Leo C. Mc- 
Closkey, vice-president, Imper- 
ial Oil Limited, 

Mr. McCloskey intimated that 
the removal of the Canadian 
tariff on gasoline would re- 
strain or prevent the develop- 
ment of the Turner Valley field 
in Alberta, where polymeriza- 
tion under adequate protection 
would be possible. He said: 


“A plant to make from 500 
to 600 barrels of gasoline per 
day would cost in Peru 70 per 
cent of what it would in Turner 
Valley. We are going into the 
matter of polymerization very 
earnestly in Peru, and I would 
not be surprised if in the very 
near future a plant were start- 
ed there. We have had our ex- 
perts working on the question 
for some months, and in the 
matter of gas production, for 
some years.” 


At a later stage in the hear- 
ing, Mr. McCloskey said: “I am 
responsible for the manufactur- 
ing activities of Imperial Oil in 
Canada and in South America, 
and I cannot conscientiously 
spend money on capital expendi- 
ture in Canada as long as a 
doubt exists as to the present 
tariff situation.”’ 


Mr. McCloskey also intimated 
that if the tariff were removed, 
central western Canada would 
be served by Peruvian petro- 
leum products imported through 
Fort Churchill on Hudson Bay. 
He said the freight rates out of 
Churchill to western Canadian 
points were the same as the 
rates out of Fort William, 


“Assuming that the _ tariff 
were removed,” he _ asserted, 
“the first thing we would do, 
with regard to serving the west, 
would be to increase refinery 
capacity (in Peru), place tank- 
age at Churchill, get the same 
rates at Churchill as out of Fort 
William and shut down the 
Regina refinery.’’ 
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Industry Faces Move to Equalize 
Oil and Coal Through Tax 


(By Teletype) 
WASHINGTON, Dec. 24 
ESIDES the probable renew- 
3 al of Secretary Ickes’ ef- 

forts to have Congress enact 
federal oil control legislation, 
the oil industry also faces a 
move by the coal interests to 
“equalize competition’ between 
oil and coal as fuels. 

There have been persistent 
reports that the coal people will 
urge upon Congress that regula- 
tion of oil be included in the 
Guffey coal law and that fuel 
oil and natural gas be taxed. 

While admitting that the coal 
industry would “like very much 
to have this done,’’ a spokesman 
for the National Coal Associa- 
tion today denied that any defi- 
nite steps have been taken in 
this direction. 


The Lloyd bill, H. R. 5268, 
which is still pending in the 
Ways and Means Committee, 


provides for a 0.5 cent a gallon 
tax on fuel oil and Diesel oil. 
But the ccal interests apparent- 
ly want a tax of 3 cents a gallon. 

The tex threat and threatened 
move to bring oil under control 
of the Guffey law were used by 
Russell Brown, general coun- 
sel of the Independent Petrole- 
um Associa‘ion of America, as 
an argument for an increase in 
the price of crude. 

Brown 


said that a crude in- 
crease ‘Shas long been due.”’ 
Some producers, in need of 


money. are asking for increased 
allowables: if these are grant- 
ed, it would probably mean a 
price cut, he added. The rem- 
edy, he said, seems to be better 
prices rather than an over-sup- 
ply. 

‘When retroleum is produced 
in excess of our ability to con- 
sume it.’’ Brown’s” statement 
continued, “‘then it gets down 
into the gutters of competition 
with low priced fuels. It is 
foreed to usurp the natural out- 
let for coal products. Serious 
trouble may result from this un- 
equal competition. 

“The bituminous coal indus- 
try, with its large army of em- 
ployes who are closely organ- 
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ized, may seek retaliatory meth- 
ods of self-defense. It has al- 
ready been proposed that a fed- 
eral production tax be levied up- 
on petroleum in order to prevent 
it from entering into disastrous 


‘competition with coal.’ 


Another danger faced by the 
domestic industry, according to 
Brown, if a low-price is main- 
tained and over-production con- 
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TAKE OFF YOUR WHISKERS MR OL MAN 
WE KNOW YOU / 


You sell gasoline, oil, tires and grease, 
Your profits go down, while your taxes 
increase; 


You've lost shirt and pants and even 
your collar, 

And taxes have eaten your sixty-cent 
dollar; 

The gasoline cost you’ve cut right in 
half, 


And all that it got you were kicks and 
a laugh; 

For gasoline’s cheap, it’s the tax that’s 
too high, 

You can't 
you try; 

Then tell all your buyers to watch the 
tax laws, 


get away from it——-hard as 


For as long as they linger you're still 
Santa Claus. 
” + + 
BUT 


MERRY CHRISTMAS 


How! 


ANY- 


x * * 


The above Christmas bulletin 
is being sent out by Carl Barker, 
chairman, and U. G. Lewellen, 
secretary, of the Missouri Petro- 
leum Industries Committee— 
Editor. 


tinues, lies in the suggestion 
that oil, as a competing fuel, 
should be included in the pro- 
visions of the Guffey coal law. 
“This would establish over 
the petroleum industry a form 
of drastic federal control such 
as has never yet been proposed 


by a responsible agency,” 
Brown said. 
The legislative program of 


the Independent Petroleum As- 
sociation of America for the 
coming session includes propos- 
als to increase the excise taxes 
on oil imports from 21 to 42 
cents per barreland levy a $2 per 
ton tax on imported asphalt: a 
Congressional investigation of 
the Treasury Procurement Di- 
vision for its ‘‘violation”’ of the 
domestic origins law in permit- 
ting use of asphalt made from 
foreign oil on federal projects: 
to kill the present tax exemption 
for oil imported as supplies for 
vessels; to authorize the Bureau 
of Mines to continue estimating 
required production of crude; 
and making permanent the Con- 
nally “‘hot”’ oil law. 

Failure to include in this list 
legislation to provide for the 
federal enforcement of produc- 
tion quotations or “federal aid” 
to the states in enforcing their 
production quotas, was _ inter- 
preted in some quarters as a re- 
treat by the I.P.A.A. from its ad- 
vocacy of “federal oil control.’’ 
This brought an indignant re- 
joinder that the I.P.A.A. has 
never favored federal control. 


Late Market Changes 


NEW YORK, Dec. 24.—On 
Dec. 26 Socony-Vacuum Oil Co 
will reduce service station price 
of Mobilgas 3 cents in the bor- 
oughs of Manhattan and Bronx 


to 16.8 cents, including 5 cent 
tax. Tank wagon price to 
“split’’ dealers was cut 1.5 
cents, to new price of 14.05 


cents, including taxes. 


Maiewski on School Board 


CHICAGO—B. L. Majewski, 
Deep Rock Oil Corp., was ap- 
pointed a trustee of the Chicago 
School Board Dee. 23. Mr. Ma- 
jewski has been active in Chica- 
civie affairs. His appoint- 
ment comes asa promotion from 
the Chicago Exposition Authori- 
ty. 
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Tanker Ulysses Released for Trip 
To Italy with Oil Cargo 


WASHINGTON, Dec. 21 

HE Administration will seek 

new neutrality legislation 

shortly after Congress con- 
venes in January. Secretary of 
State Hull conferred this week 
with Chairman McReynolds of 
the House Foreign Affairs Com- 
mittee, on the matter but both 
declined to reveal what decision 
was reached. 

President Roosevelt has defi- 
nitely indicated that the present 
law is not satisfactory and that 
changes will be sought. He will 
not reveal whether this includes 
a proposal to extend the author- 
ity for imposition of embargoes 
to include raw materials such as 
petroleum. 

Under the present law which 
expires Feb. 29, the President 
is empowered to embargo ex- 
ports of “arms, ammunition or 
implements of war’’ to belliger- 
ent countries. The Administra- 
tion apparently decided some 
weeks ago that oil was not ‘‘am- 
munition or implements of 
war” and hence no ban could 
be invoked against exporting oil 
to Italy (or Ethiopia) under 
present wording of the law. 

Despite this, however, the 
Administration has exerted 
various forms of pressure in an 
effort to have exporters ‘‘volun- 


tarily’’ stop shipping oil to 
Italy. 

But the release Dec. 11 of the 
tanker ‘“‘Ulysses’’ to carry a 


cargo of oil to an Italian port, 
was interpreted as a let-up in 
this pressure—at least until 
Congress votes the Administra- 
tion broader powers under the 
Neutrality Law. 

On Nov. 21, the U. S. Ship- 
ping Board sent out letters to 
all owners of merchant vessels 
with outstanding government 
loans, calling attention to the 
Administration’s policy of dis- 
couraging trade with Italy (and 
Ethiopia). Shipowners viewed 
this ‘“‘warning”’’ as an implied 
threat that.they might have dif- 
ficulties with their loans if they 
did not comply. 
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But the ‘‘Ulysses’’ case ante- 
dated this general ‘‘warning’’. 


Some weeks ago, the Amer- 
ican Tanker Corporation, own- 
ers of the tanker, received ap- 
proval from the shipping board 
to make a voyage to Italy. This 
was conditioned upon certain 
repairs being made to _ the 
‘“‘Ulysses’’, which is under mort- 
gage to the government. 


The ‘“Ulysses’” was about 
ready to make the trip when 
its owners were notified Nov. 
14 by the shipping board that 
the proposed voyage had been 
“disapproved.” 


The ‘“Ulysses’’, which was 
then tied up at New York, is 
under contract of affreightment 
with David C. Reid Co., of New 
York, to carry a cargo from the 
Gulf to an Italian port. 


HE shipping board is under- 

stood to have notified the 
owners of the ‘‘Ulysses”’ Dee. 11 
that inasmuch as the negotia- 
tions for the oil contract and 
contract of affreightment cov- 
ering movement to a port in 
Italy were concluded prior to 
announcement of this Govern- 
ment’s policy the vessel may be 
permitted to carry the cargo 
and perform the voyage. 


While Administration  offi- 
cials decline to comment this 
action undoubtedly will be in- 
terpreted in light of the League 
of Nations’ delay in imposing 
an oil embargo against Italy. 


There were well-founded re- 
ports that the ‘‘Ulysses’’ case 
was the subject of a protest to 
the State Department by the 
Italian government. It was the 
only instance in which the Ad- 
ministration “turned on _ the 
heat”’ to shut off oil shipments 
to Italy. 


The slate is now clean of any 
instances in which the Admin- 
istration attempted to block a 
specific oil shipment to Italy. 





New Reorganization Plan 


LOS ANGELES, Dec. 20.- 
Hearing of arguments on the 
value of the assets of Richfield 
Oil Co. and Pan American Pe- 
troleum Corp. were continued 
by Federal Judge James from 
Dec. 16 to Dec. 30, when the 
court was informed that a eli- 
ent of Kuhn-Loeb would file a 
reorganization proposal not 
later than Dec. 26. 


Synthetic Oils Find New 


Use in Aviation 


NEW YORK, Dec. 22.—An- 
other special use for extremely 
high viscosity index oils has 
been developed in the aviation 
industry. Automatic pilot mech- 
anisms and shock absorber sys- 
tems require that the viscosity 
change at especially low tem- 
peratures shall be _ relatively 
small, and for these important 
mechanisms very high viscosity 
index oils are now recommend- 
ed. 

The synthetic oil recently de- 
veloped by Standard Oil Devel- 
opment Co. for a blending ma- 
terial to increase the viscosity 
index of oils blended with it, is 


used in blends for shock ab- 
sorber and automatic pilot 
mechanisms. The synthetic oil 


is blended with Stanavo Servo 
to produce the finished product 
for this purpose. 


McClanahan to Build 
Reforming Unit 


CHICAGO, Dec. 21. — Me- 
Clanahan Refineries, Inc. has 
started construction of a Dubbs 
reforming unit in its refinery at 


St. Louis, Mich. The unit, 
which will have a charging 
capacity of 1250 bbls. a day, 


will include absorber and sta- 
bilizer and caustic and doctor 
treating plant. It is designed 
with oversize parts to facilitate 
future addition of a _ two-coil 
Dubbs cracking unit. Arthur G. 
McKee & Co., of Cleveland, is 
the contractor. 

The refinery at present has a 
1600-barrel crude distillation 
unit which is being enlarged to 
handle approximately 3000 bar- 
rels a day. 








NATIONAL PETROLEUM NEWS 











New Uses For Spent Fullers Earth 


Part 1 


HE disposal of spent, gran- 

ular fullers earth and/or 

contact-filtering clay has al- 
ways been a problem to refiners 
utilizing percolation and con- 
tact-filtering means for decolor- 
izing and otherwise purifying 
lubricating oils and other petro- 
leum products. The disposal of 
the earth, therefore, represents 
an expense to the refiner and as 
such must be included in the 
cost of operating the filter 
plant. 

It is the purpose of the pres- 
ent article to set forth actual 
or possible new uses for this 
waste refinery product. 


Use in Plastering! 


John E. Meade and Eric W. 
Nystrom, of Warren, Pa., dis- 
covered that by using spent, 
granular fullers earth in place 
of all or a part of the sand com- 
monly used in the preparation 
of a mortar for plastering, the 
resultant mortar would set and 
dry so rapidly that the partic- 
ular plastering job could be 
completed much more quickly 
than when sand alone was used, 
admixed with gypsum neat 
plaster, in making the mortar. 
From that initial discovery 
there followed other interesting 
facts with regard to the use of 
spent, granular fullers earth in 
plaster compositions; for exam- 
ple, that its utilization in place 
of sand in a plaster admixture 
vielded a mortar that could be 
applied more easily, more rap- 
idly, with much less loss in 
handling, and that gave more 
coverage for a given weight of 
starting raw materials than a 
mortar consisting of gypsum 
neat plaster and plastering 
sand. Meade and Nystrom also 
found that the final product, 
that is, the hardened and dried 
plaster composition containing 

19. S. Patent No. 2,012,069. “Plaster 
Compositions and Processes of Making the 


Same,” issued August 20, 1935, to John E. 
Meade and Eric W. Nystrom. 
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By H. L. Kauffman 


spent, granular fullers earth, 
was lighter in weight and more 
moisture-resisting than a prod- 
uct containing sand. Other ad- 
vantages will be discussed here- 
inafter. 

Suffice to say, at this point, 
that the process has been used 


Meade and Nystrom generally 
prefer that the spent earth be 
of such particle size as to con- 
form to the A. S. T. M. standard 
specifications for gypsum plas- 
tering sand as given on page 
113 of the publication, ‘“‘A. S. 
T. M. Standards, 1930, Part II, 
Non-Metallic Materials,’ name- 
ly: 


Percentage Percentage 

Maximum Minimum 
Retained on a No. 4 Standard Testing Sieve _ 30 . 
Retained on a No. & Standard Testing Sieve ...... ; £6 0 
Retained on a No. 30 Standard Testing Sieve ................ 80 15 
Retained on a No. 50 Standard Testing Sieve ................ 95 70 
Retained on a No. 100 Standard Testing Sieve ............ - 95 


Weight removed by decantation ....... 


for approximately three years 
and with marked success by 
Meade and Nystrom; that it is 
now being used by them on sub- 
stantially all of their plaster- 
ing jobs; that other plasterers 
and plastering contractors in 


Through No. 14 sieve but retained on 
Through No. 20 sieve but retained on 
Through No. 30 sieve but retained on 
Through No. 50 sieve but retained on 


"FHTOUGE NG. LOO GIOVO: cicsccicicccccccccscrcces 


Total . 


and around Warren, Pennsyl- 
vania, Jamestown, New York, 
and in sections adjacent there- 
to, are using the process; and 
that a growing number of ar- 
chitects in northwestern Penn- 
sylvania and southwestern New 
York are now specifying that 
spent, granular fullers earth 
should be used in place of plas- 
tering sand in the doing of the 
plaster work on a particular 
construction job for which the 


individual architect has _ pre- 
pared the building specifica- 
tions. 


Preferred Particle Size 


In making a plaster compo- 
sition suitable for application 
to lath and other foundation, 


*Copyright, 1935, by H. L. Kauffman, 


Denver, Colo 


.Not more than 5 per cent 


A typical screen test on spent 
fullers earth of the particle size 
now being used successfully in 
making a plaster composition 
that is especially suitable for 
interior plaster work is as fol- 
lows: 


Per cent 
a No. 20 sieve ..... ; 0.3 
a No. 30 sieve ..... Pena .. 20.4 
ING BO BING hon coscckci lence 52.9 
a No. 100 sieve : 23.5 
Maas taraecsaacr tien 2.9 
100.0 


This is the grade of fullers earth 
which, when new (that is, fresh 
or unused), is Known to petro- 
leum refiners as 30/60 mesh. 


Use With Gypsum Plaster 


The manner in which the 
spent earth is used with the 
gypsum plaster is very simple. 
The spent, granular earth of the 
preferred particle size is mixed, 
either wet or dry, by any suit- 
able means, with gypsum neat 
plaster until a uniform mixture 
has been obtained. Concerning 
the ratio in which the spent 
earth is used with the gypsum 
plaster, Meade and Nystrom in 
their issued patent say: 

rete in making an im- 
proved plaster composition that 
is suitable for interior plaster 
work. we prefer to use the 
spent fullers earth (for ex- 
ample, spent, granular fullers 
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earth) and the neat plaster in 
the ratio, for example, of from 
about one (1) part of spent 
fullers earth to about two (2) 
parts of commercial plaster, by 
weight, to about two (2) parts 
of spent fullers earth to about 
one (1) part of commercial 
gypsum neat plaster, by weight; 
thus, we have used very success- 
fully for such plastering work 
our improved plaster composi- 
tion comprising approximately 
equal weights of spent, granu- 
lar Florida fullers earth and 
gypsum neat plaster.”’ 

Having obtained a uniform 
mixture of the spent fullers 
earth and the gypsum plaster, 
water is added thereto, with 
constant stirring or mixing, to 
reduce the mass to the desired 
consistency for application. The 
mass is then applied to lath, 
brick, plaster board or other 
foundation with ordinary plas- 
tering tools and in substantially 
the same manner as when ap- 
plying plaster compositions that 
are made with gypsum neat 
plaster and sand alone. 

Setting Time 


The 
plastic 


rapidity with which a 
admixture of spent, 
granular fullers earth and 
gypsum neat plaster sets and 
hardens, is shown by the follow- 


to a plastic mass of the desired 
consistency by the addition of 
water, is shown by the follow- 
ing laboratory wet bulk tests, 
which are illustrative only: 





Although the composition 


prepared and used in making 
Test No. 1, and consisting of an 
admixture of two (2) parts of 


TABLE II 
Wet Bulk Tests 
(Courtesy of Certainteed Products Corporation, Buffalo, N. Y.) 


100 grams of a plastic plaster composition consisting of 2/3 parts 


gypsum neat plaster and 1/3 part spent, granular fullers earth. 
by weight, at testing consistency 57 equals 93 cubic centimeters. 


100 grams of a plastic plaster composition consisting of % part 


gypsum neat plaster and % part spent, granular fullers earth, by 
weight, at testing consistency 45 equals 97 cubic centimeters. 


100 grams of a plastic plaster composition consisting of 1/3 part 


gypsum neat plaster and 2/3 parts plastering sand, by weight. 


equals 64 cubic centimeters. 
100 grams of a plastic plaster composition consisting of ™4 part 
34, parts plastering sand, by weight, at 


testing consistency 19% equals 62 cubic centimeters. 


Test No. 1. 
Test No. 2. 
Test No. 3. 

at testing consistency 22 
Test No. 4. 

gypsum neat plaster and 
(Note: 


The spent, granular fullers earth used in the wet bulk tests described 
immediately hereinabove weighed 48 pounds per cubic foot; 


the plastering 


sand, about 100 pounds per cubic foot.) 


The results of the wet bulk 
tests given in Table II show that 
when spent, granular fullers 
earth is used in a plastering 
composition in the percentage 
proportion that was employed in 
Test No. 1, about 45 per cent 
more coverage is obtained than 
when ordinary plastering sand 
is mixed with gypsum neat 
plaster in a 2 to 1 ratio by 
weight (Test No. 3); and that 


when spent, granular fullers 
earth is used in a plastering 


composition in the percentage 
proportion that was employed 


ing laboratory setting time in Test No. 2, about 56 per cent 
tests: 
TABLE I 
Setting Time Tests 
(Courtesy of Certainteed Products Corp.) 
Testing setting 
‘ Consistency Time 
Test No. 1. Plaster mixture consisting of 1 part of 
gypsum neat plaster and 3 parts of 
SOIREE NE 0 Se ee SO un, 18%, 16 hours 
Test No. 2. Plaster mixture consisting of 1 part of 
gypsum neat plaster and 3 parts of spent, 
STOUMMIAT TUMICTS CATED. oi scssccccccssesetscscuevssascs 58 46 minutes 
Test No. 3. Plaster mixture consisting of 1 part of 
gypsum neat plaster and 2 parts of spent, 
granular fullers earth sickle menses ters ap 58 minutes 
Test No. 4. Plaster mixture consisting of 1 part of 
gypsum neat plaster and 1 part of spent, 
granular fullers earth 46 S2 minutes 


The results of the laboratory 
setting time tests presented in 
Table I show definitely that 
spent, granular fullers earth ac- 
celerates the setting of a plaster 
composition. 


Additional Coverage 


The additional coverage ob- 
tained from a given weight of 
starting raw materials when 
spent, granular fullers earth is 
admixed with gypsum neat 


plaster, and the whole reduced 
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more coverage is obtained than 
when ordinary plastering sand 
is mixed with gypsum neat plas- 
ter in a 3 to 1 ratio by weight 
(Test No. 4). 


High Tensile Strength 


The comparative tensile 
strengths of hardened plaster 


compositions made with spent, 
granular fullers earth, in one 
case, and with regular plaster- 
ing sand, in the other, are shown 
in Table III. 


plaster and one 
(1) part of spent, granular 
fullers earth, is not quite so 
strong as the composition pre- 
pared and used in making Test 
No. 3, and consisting of an ad- 
mixture of one (1) part of gyp- 
sum neat plaster and two (2) 
parts of regular plastering sand. 
nevertheless the former is sur- 
prisingly strong when one takes 
into consideration the lower 
weight of the cast. As shown by 
the results of Test No, 2, equal 
parts by weight of spent, granu- 
lar fullers earth and -gypsum 
neat plaster may be used and 
still obtain a strong and hard 
plaster surface. 


gypsum neat 


Acoustic Properties 

Due chiefly to the relatively 
high porosity and light weight 
of spent, granular fullers earth 
as compared with the usual 
plastering sands, which are sub- 
stantially non-porous and weigh 
about 100 pounds per cubic foot. 
a plaster composition containing 
spent, granular fullers earth 
has appreciable sound-absorbing 
properties and therefore has 
certain value as an “acoustic 
plaster’; and while it is not be- 
lieved by Meade and Nystrom 
that such a composition proper- 
ly could be designated as an 
acoustic plaster, they do be- 
lieve that it could be termed a 
‘“‘semi-acoustical plaster.” 

For substantially the same 
reasons, a plaster composition 
containing spent, granular full- 
ers earth also has value as an 
insulating medium. A _ plaster 
composition consisting of spent, 
granular fullers earth and gyp- 
sum neat plaster, Meade and Ny- 
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Just a few more days— 


You still have time this year to sign 
a Dubbs license contract and start con- 
struction that will make you a Dubbs 
refiner before next years big gasoline 
season begins 


How much the 1936 gasoline season 
means to you—in gallonage and in dol- 
lars—wiill depend on how much Dubbs- 
cracked gasoline you have to sell 


More Dubbscracking will make 1936 
a better year for refiners, for marketers 
and for motorists 


Happy New Year 


Universal Oil Products Co ° \& Dubbs Cracking Process 
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strom have learned by practical 
experimentation, has greatest 
value as an acoustic plaster 
when no hard lime-putty plaster 
is applied as a finishing coat; 
for, when this is done, it tends 
to destroy much of the power of 
such a plaster composition to ab- 
sorb sound. 


Effect on Workman 

A plastic plaster composition 
containing spent, granular full- 
ers earth is much lighter in 
weight than one containing 
sand, due to the fact that spent, 
granular fullers earth weighs 
only about one-half as much as 
plastering sand, and therefore 
its application is not so tiring to 
the workman; and, when sucha 
mass has set and dried it, too, is 
substantially lighter in weight 
than a similarly dried mass of 
the usual plastering composi- 
tion containing sand. This 
means that the weight of the 
finished structure, or part there- 
of, is decreased (as compared 
with the use of the ordinary 
plastering composition contain 
ing sand), with advantages that 
are obvious. 

Moisture-Resisting 

A plaster composition con- 
taining spent, granular fullers 
earth, when jt isin the form ofa 
hard and dry mass, is moisture- 
resisting and therefore disinte- 
grates much more slowly, if at 
all, in the presence of moisture 
than does the usual plaster 
composition made with sand. 
Meade and Nystrom have ex- 
posed test specimens made with 
spent, granular fullers earth to 
the action of the elements 
(wind, rain, snow, sleet, etc.) 
for periods of time ranging from 
about three to six months with 
out any appreciable disintegra- 
tion of the individual specimens 
of said plaster compositions. 

On the other hand, test speci- 
mens of plaster compositions 


made with plastering sand, 
placed by the side of test speci- 
mens of plaster compositions 
containing spent, granular full- 
ers earth and exposed to the ac- 
tion of the same elements for 
the same period of time, showed 
substantial disintegration. The 
reason for this moisture-resist- 
ing property of a plaster com- 
position made with spent, gran- 
ular fullers earth is easily ex- 
plained: the spent earth con- 
tains sufficient adsorbed tarry, 
resinous and other hydrocarbon 
material to moisture-proof the 
dried plaster composition. 

Advantages Over Ready-Sanded 


Plasters 
Ready-sanded plasters have a 
marked tendency to absorb 


moisture and to harden objec- 
tionably when in storage for an 
appreciable length of time, for 
example, when stored for from 
about four to six months or 
longer, the rapidity with which 
such plaster compositions ab- 
sorb water and harden seeming- 
ly depending to a large degree 
upon climatic conditions. It is 
impossible to use such material 
when hard, and it therefore 
must be discarded. 

It is also inconvenient, and 
often almost impossible, to use 
such ready-sanded plasters in 
rainy or freezing weather, be- 
cause of these same moisture- 
absorbing and hardening tend- 
encies, Because of their rela- 
tively high cost and the afore- 
mentioned objectionable feat- 
ures,. ready-sanded plasters are 
not in as extensive use as other- 
wise might be possible if these 
objections were removed. 

The use of spent, granular 
fullers earth as a substitute for 
sand in such ready-mixed com- 
positions overcomes many of the 
disadvantages common to ready- 
sanded plasters. Meade and Ny- 
strom have stored a dry admix- 


ture of spent, granular fullers 


TABLE Ill 


Tensile Strength Tests 


(Courtesy of Certainteed Products Corp., Buffalo, N, Y.) 


No. 1. Average tensile strength 


of 2/3 parts gypsum neat 


Test 


ular fullers earth, by weight . 


No. 


bo 


Test Average tensile strength 


of plaster composition consisting 
plaster and 1/3 part spent, gran- 
te eee 232 pounds per sq. i 
of plaster composition consisting 


of % part gypsum neat plaster and ™% part spent, granular 


fullers earth, by weight 

Average tensile strength 
of 1/3 part gypsum neat 
sand, by weight 


No. 3. 


Test 


Test 


. Average tensile strength 


7 pounds per sq. i 
of plaster composition consisting 
plaster and 2/3 parts plastering 
sneisenesasesesensendpegoes mie een een Gee. 
of plaster composition consisting 


of % part gypsum neat plaster and % parts plastering sand, 


by weight 


iad peandeea esate 162 pounds per sq. 


in. 





earth and gypsum neat plaster 
for six months and longer with- 
out the admixture showing any 
appreciable hardening due to 
the absorption of moisture. 

Such a ready-mixed plaster 
composition, since it does not 
Geterioratc in storage, therefore 
has inarked advantages over the 
gypsum ready-sanded plasters 
that are now on the market and 
whicn tend to harden when 
stored. Furthermore, since 
spent, granular fullers earth is 
normally dry, whereas plaster- 
ing sand is usually wet, plaster- 
ers themselves can dry mix the 
ingredients at their convenience 
and use it as needed, 

The invention of Meade and 
Nystrom, an undivided one-half 
interest in which and in their 
issied U. S. Pat. No. 2,012,069 
has been assigned to the Flori- 
din Co., Warren, Pa., is not 
limited to the use of spent oil- 
decolorizing clay such as spent, 
granular fullers earth as a sub- 
stitute for all or a part of the 
sand heretofore commonly used 
with gypsum neat plaster in 
making a plaster composition; 


and they contemplate the use of 
spent oil - decolorizing clay, 
either alone or together with 


sand, and various other types of 
commercial plaster or plasters 
(for example, lime plaster, 
Keene’s cement, gypsum wood- 
fibered plaster, gypsum molding 
plaster, gypsum pottery plas- 
ter), and with or without the ad- 
dition of other constituents, in 
the preparation of plaster com- 
positions having commercial 
utility. The inventors have ob- 
tained broad patent protection 
for the products of their inven- 
tion, for processes of manufac- 
turing the same, and for proc- 
esses of accelerating the setting 
and drying of a plastic plaster 
composition. 
(To be Continued) 
Nelson Transferred 

FORT WORTH, Tex., Dec. 14. 

-Boyce Nelson, who has been 
bulk sales representative for the 
Sinclair Refining Co. in Okla- 
homa, has been transferred to 
the Texas territory with head- 
quarters in Fort Worth, accord- 
ing to an announcement by W. 
A. Tracey, manager of the com- 
pany’s southwestern district 
bulk sales. 

Frank M. Boettner has been 
appointed representative in Ok- 
lahoma. 
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fngines and Lubricating 


HAT are the causes of 
W automotive bearing 

troubles which have in- 
creased seriously this last year? 
Why are they confined almost 
entirely’ to one or two models, 
instead of showing up generally 
in the majority of 1935 en- 
gines? 


Rapid strides in the develop- 
ment of automotive engines and 
of lubricating oils to serve those 
engines during the last five 
years, have brought new and 
little expected problems which 
are plaguing both industries. 
Such problems are the normal 
course of progress and are to 
be worried about only if satis- 
factory solutions appear impos- 
sible. 


Recent developments in auto- 
motive engine design have 
placed severe stresses on bear- 
ing metals, on cooling systems, 
and on lubricating oils. New al- 


loys have been introduced to 
better withstand the _ terrific 
pounding which bearings re- 


ceive in engines where bearing 
pressures have increased ap- 
preciably, and where oil tem- 
peratures are in some cases un- 
necessarily elevated. Engine 
speeds are near the 4000 r.p.m. 
mark in many cases; all have 
been speeded up well beyond 
former “high” rates. Body de- 
signs have been changed caus- 
ing an increase in jacket water 
temperatures because of poor 
radiation. So accentuated has 
this condition become in one or 
two models that engineers refer 
to one engine as “A tube still 
under a hood.” 


As a result, corrosion and/or 
fatigue of engine bearings have 
become a serious threat, poten- 
tial or actual, which in a very 
few cases has produced disas- 
trous results in the mechanism. 


December 25, 1935 


By Arch L. Foster 


In the dilemma and confusion 
resulting from this situation, in 
a few models, remarkable and 
sometimes ridiculous expedi- 
ents have been suggested and 
used to solve the trouble tem- 
porarily. 


The one pertinent question 
is, what has caused these trou- 
bles and.how may they be elim- 
inated? The use of copper-lead, 
silver-cadmium, nickel-cadmi- 
um and other bearing alloys 
has introduced new conditions 
into the crankcase. To meet a 
fast-growing problem in babbitt 
bearing fatigue, engineers in- 
troduced these alloys, to per- 
mit further development in en- 
gine efficiency. In the present 
state of progress, harder bear- 
ings are necessary; oil to lubri- 
cate them satisfactorily is also 
necessary. In the evolution of 
these new bearings, it is highly 
probable that the automotive 
industry is experiencing the in- 
evitable “growing pains.’’ Styl- 
ists in car design are seriously 
complicating the situation, and 
all weather vanes point to in- 
creased trends in the same di- 
rection, where flow of air to 
engine and cooling system is 
needlessly restricted to make a 


car which renders last vear’s 
model obsolescent. 
In so complicated an equa- 


tion as the automobile, the need 
for a tremendous amount of de- 
pendable data, intelligently ob- 
tained, is axiomatic. We know 
of silver-cadmium and other 
hard-alloy bearings which give 
serious trouble under not ex- 
traordinarily severe conditions; 
we know of others of the same 
components, differently manu- 
factured, which have not given 
trouble under the most severe 


Oils 


conditions. The answer is there- 
fore, at least partly one of dif- 
ference in manufacturing meth- 
ods, a matter which, given rea- 
sonable time, the bearing met- 
allurgist will solve. 


But now, suddenly, we have 
the situation, after engines and 
oils have traveled along rather 
harmoniously for decades with 
a minimum of troubles, of some 
isolated instances, (or indivi- 
dual models), reporting very 
severe difficulties with bear- 
ings. 

The oils 
court and 


are Summoned into 
found guilty ap- 
parently without hearing evi- 
dence or counsel for defense. 
And the “guilty” oils are not 
confined to one group or type— 
some are solvent-treated, some 
conventionally refined by pro- 
cesses which have given good 
oils thorugh the years, oils 
which satisfy demands of all 
other engines now; some are 
Pennsylvania, some Gulf and 
Pacific Coastal, some Mid-Con- 
tinent, some legitimate, some 
with the bar sinister in their 
ancestry. Therefore the trouble 
cannot be traced to individual 
refining methods or to crude 
source. That these lubes are not 
perfect, goes without saying: 
that the tremendous weight and 
percentage of evidence is in 
their favor, and against the en- 
gines which appear to incrim- 
inate them, is quite as obvious. 


The laboratory and road test 
evidence shows that one of 
these 1935 models develops a 
crankcase or oil-line tempera- 
ture of 325-340 F. at 60-70 
miles per hour, with atmos- 
pheric temperatures up to 90 F. 
or a little higher. Under these 
identical conditions, the highest 
comparable temperature in any 
other engine is more than 100 
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degrees lower than that given 
above, or from 200 to 225 F., a 
difference of 100-135 degrees 
to which the oil is exposed. The 
1936 model of the first-men- 
tioned engine is a little better, 
the temperature being only 
about 80 degrees above the next 
highest temperature observed. 
But even this narrowed margin 
is inexcusable. 

The 1935 model referred to 
destroyed its bearings in 200- 
400 miles, or thereabouts, in 
several instances in different 
laboratories. No other engine 
showed serious wear, corrosion 
or tendency to “go out” under 
identical conditions, for dis- 
tances up to 8000-10,000 miles. 
Cases are on record, we are re- 
liably informed, of heavy truck 
and bus engines, operating for 
long periods at heavy loads and 
high air temperatures, on both 
copper-lead and silver-cadmium 
type bearings, with at least no 
more wear or corrosion than is 
average or customary for the 
entire automotive industry. 

Now, with the serious trouble 
confined to these isolated mod- 
els, the case appears to have 
only one conclusion. To accuse 
the oils of responsibility for the 
troubles of the one or two re- 


minds us of the ancient story of 
the doting Mother who, watch- 
ing her rookie son marching in 
a parade, remarked guilelessly, 
“Oh, everybody’s out of step but 
Jim.”’ 


New experimental laboratory of the U. 





The evidence at hand shows 
that the average lubricating oil 
is giving efficient lubrication in 
all well-designed engines; that 
the troubles of developing in a 
few models are not the fault 
of the oil. 


Describes Precision Gage 


Simple to Operate 


Progress has lagged in the de- 
velopment of gages capable 
of measuring small pressure 
changes comparable with the 
precision control now possible, 
according to S. Palkin*, U. S. 
Department of Agriculture. 
Temperature changes in the 
higher pressure regions gen- 
erally conform to _ relatively 
marked changes in pressure 
and are not apt to be confusing, 
it is pointed out. But at 20 mm. 
or under, a temperature change 
of 0.2° and sometimes more in 
a distillation may be due to 
pressure changes which cannot 
be detected rather than to any 
change in composition of vapors 
——the inference often drawn. 

The improved gage which 
Palkin describes, utilizes oil or 
other light medium as mano- 
metric liquid and does not re- 
quire a high-vacuum condensa- 
tion pump for either its prepara- 
tion or its use. It is in effect 

* Ind. & Eng. Chem., Anal. kd., Sept 


15. 1935. 


New Bureau of Mines Laboratory 





a double U-tube type mano- 


meter in which both oil and 
mercury are employed, the 
latter serving only as a backing 
medium for the oil column. 
For purposes of preparing or 
conditioning the gage a good 
laboratory pump, usually the 
same one used in connection 
with the vacuum distillation, is 
sufficient. After that, it func- 
tions much like any other type 
of gage, independent of the 
pump, it is said. 

With reason- 
able saf e- 
guards, the ref- 
erence vacuum 
can be main- 
tained for a 
long time and 
the gage can 
be used either 
continuously or 
intermittently 
without the 


TO POINT x TO PUMP 
CONTROL UNIT A 
.0se ” 

3» 





need for recon- 
ditioning, al- 
though condi- 
tioning is, in it- 
self, a very sim- 
ple process and 
can be repeated 
for checking 
purposes as 
often as de- 
sired, it is 
stated. 

With paratf- 
fin oil as a manometric liquid, 
a pressure difference of 1 mm. 
oil level is equivalent to less 
than 0.067 mm. of mercury. 








DETAK OF STOPCOCK 36 








S. Bureau of Mines at Laramie, Wyo. This building was erected by the Bureau 


in conjuncticn with the University of Wyoming, and is to be devoted to the study of crudes from Rocky Mountain 


fields. 


The station was closed three years ago and reopened last October, 


H. P. Rue, formerly supervising engi- 


neer of the station, is again in charge. The technical staff of the station includes engineers Ralph H. Espach, H. M. 
Thorne, H. D. Nichols, W. I. R. Murphy and K, E, Stanfield, in addition to the required clerical staff to carry on the 
station's work. 
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Much of this work is carried on in close co-operation with the university 
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Title 
Asphalt 
$496,000,000 Ten-Year Asphalt 
Market Pointed Out by Low Cost 
Roads Association 


Cracking and Polymerization 


Root Refining Decision in Patent 
Suit vs. Universal Oil Upheld on Ap- 
peal; to Petition for Rehearing, by 
AOR Ba OQRGOR  aitastesicscccc cc. cdekccdeedatocaxds 

Root Refining Appeals Cracking 


Patent Suit to Supreme Court 


U. S. Supreme Court Refuses to 
Hear Root Refining Appeal in Pat- 
OTTO ONDE ai h is ng hee eats doce ae a canca Bes eiiae 

Sinclair Cracking Suit vs. Donnelly 
PROCESS: CG., DISMIBNEG onic. ccidcicsccccccseces 

The Influence of Various Factors 


in Cracking Petroleum, by A. W. 
TUES oi dots coxa caceicaatavadedierce cetacrucaduemaasess 
Costs of Polymerization of Refinery 
and Natural Gases Studied, by Arch 
Besar ORIN x aconsu ac tas canecae ses cau rence cccwcamstaetiies 
Polymerization, a Tool of Great 
Economic Utility, by Gustav Egloff..... 
Variation in Operating Conditions 
Change Properties of Polymerized 
Fuel, by M. B. Cooke, H. R. Swan- 
GO ANG Ci. . WRMRS sikiccececccccsccscniccecs 
Imposing Patent Structure Already 
Developed to Cover VPolymerization.... 
3.5 Cents Per Gallon is Manufac- 
turing Cost of Polymerized Gasoline, 
by P. Cc. Keith, Jr., and J. T. Ward...... 
The Mechanisms of Olefin Polymert- 
zation, BY GUSTAV TRBION  .ccceccicccccsésies 
Conservation of Oil Given Impetus 
by Polymerization Processes, by Arch 
Bis RO esa Sanwa thease aces eee cadactudddaweh 


Detonation, Knock Rating and Knock 


Tests Effectiveness of Lead in 
ER VRROCRPOONID o5icdics cre iciccitics ciiacseati eases 
Disulfides Decrease Susceptibility of 
Motor Fuels to Lead, by W. A. Schulze 
and A. EB. Buell ....... 
Hydrogenation 
Hydrogenated Motor Fuel Tested in 
RIPMINIIRE,  ccisecebesettstex cscs nalescstacooaccetasies 
Germany Building Three Hydro- 
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Tide Water's New Ocean Terminal 
Has Unique Piping Arrangement 


NE of the most important 
units in the entire pano- 


rama of water transporta 
tion is the ocean terminal. Re- 
fined petroleum products, mov- 
ing by ocean tanker, are re- 
ceived at these points and 
stored to await further move- 
ment by barge tank car, or tank 
truck. These terminals are lo- 
cated at advantageous points 
along the coast, usually at the 
eenter of, or adjacent to, con- 
centrated consuming areas. The 
ocean terminal serves other in- 
land water terminals along har- 
bors, rivers, and canals’' by 
barge. Tank car and_ truck 


shipments go out also to distri- 


By John W. Thompson 
N. P. N. Staff Writer 


butors at inland points. Often 
local retail deliveries are made 
by truck directly from the 
ocean terminal. 

One of the newest of this type 
of plant is the Tide Water Oil 


Co. terminal on the Chelsea 
river, at Revere, Mass., near 
Boston. Here there are eight 


tanks ranging in capacity from 
223,500 gallons, to 3,359,000 
gallons. The plant has a total 
capacity of 18,000,000 gallons, 
and stores gasoline, kerosine, 
and fuel oil. 














One of the features of the 
plant is the simple and efficient 
piping arrangement which per- 
mits each product to be handled 
through its own individual pip- 
ing system, thus eliminating 
the possibility of contamina- 
tion. The terminal is laid out to 
handle six products three 
grades of gasoline, two grades 
of fuel oil, and kerosine. This 
means that there are six separ- 
ate piping systems operating 
throughout the terminal. Six 
10-inch lines run from the dock 
to the storage tanks. From the 
tanks separate 6-inch lines for 


each product run through the 
pump house, where a pump is 
provided for each product, to 


the truck loading rack and to 
the tank car rack. 

Six unloading spots are pro- 
vided at each of the racks, for 


Flame arrestors and vacuum and pres- 
sure relief valves on one of the 80,000 
barrel storage tanks 
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the 12-car loading rack at the new 
fide Water ocean terminal, Revere, 
Mass. 


tank cars and trucks. The tank 
truck rack is comprised of six 
covered platforms. The six 
feeder lines from the pump 
house run under each platform 
so that, if necessary, all six 
products may be tapped at each 
loading spot. The riser pipes 
to the fill pipes at the truck 
rack are 3 inches in diameter. 

The tank car rack has six 
loading spots and separates two 
sidings, and will accommodate 
12 ears. Here the six 6-inch 
feeder lines run half the length 
of the rack, with the exception 
of three, which run the entire 
length. As at the truck rack, it 
is a simple matter to tap these 


lines with risers so that each 
spot can accommodate any 
product. 

Ocean tankers unloading at 
the dock are capable of dis- 
charging their cargoes at the 


rate of about 4500 barrels per 


hour There are six 10-inch 
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flange connections on the un- 
loading side of the dock, each to 
accommodate a particular prod- 
uct. These lines from the dock 
lead direct to the storage tanks, 
but if desired the path may be 
diverted to lead from the tank- 
er to the truck or car loading 
racks without reaching’ the 
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storage tanks. Normally, how- 
ever, the products go into the 
storage tanks where they are 
held until time to be shipped 
out again in barges, trucks, or 
cars. 


Barges are loaded at the 
same dock through the same 
lines that are used for filling 


TIDE WATER OIL 








Products shipped 


are metered at the dock. This view 


from the Tide Water Revere, 





Mass., terminal in barges 


shows the meters and air eliminators. 


The first two meters are the 4-inch size, and the last one is a 6-inch 


the tanks. At the barge loading 
pier platform, which is on the 
inland side of the dock, the six 
lines run into a manifold which 
has three outlets. All products 
going out in barges are metered 
at the dock. There are three 
meters at that location, two be- 
ing the 4-inch size and one a 6- 
inch size. 

The terminal is laid out in 
such a way that all the tanks 
are located on the opposite side 
of a much-travelled state high- 
way from the rest of the plant. 
All loading and unloading lines 
pass under this road through 
a water-filled tunnel. 

The loading of barges, cars, 
and trucks is done by gravity 
about 80 per cent of the time, 
but when the head in the tanks 
is low, or additional speed is re- 


quired, pumping is necessary. 


For this purpose, the pump 
house contains seven pumps, 


each one delegated to handle 
one product, with the exception 


of regular gasoline for which 
two pumps are used. Six of 


these pumps have a capacity of 
500 gallons per minute each, 
and one will handle 300 gallons 
per minute. Each pump is pow- 
ered by an explosion-proof mo- 
tor. 

The pumps are remotely con- 
trolled from three points—the 
pier, the truck loading rack, 
and the tank car loading rack. 
From these three points can be 
seen on top of the garage a 
row of seven lights, correspond- 
ing to the number of pumps in 
the pump house. For example, 
if pump No. 2, which handles 





The battery of foam generators at the Tide Water ocean terminal at Revere, 
Mass, 





No. 2 fuel oil, is operating, the 
second signal light in the row 
will turn on. If this pump is 
being used to load a truck at 
the truck loading rack and an 
operator at the tank car rack 
also wants to load a car with 
No. 2 fuel oil, he looks first at 
the signal lights to see what 
pumps are operating. Finding 
that the pump for his material 
is in use he does not attempt to 
start that motor, but simply 
opens his valve to fill the car. 
Before any pump is started this 
signal system is consulted to 
determine if the pump wanted 
is already in use. 

When a pump is operating 
the piping is so arranged that a 
pressure is built up in that par- 
ticular line leading to all three 
loading racks so that the flow 
may be controlled right at each 
fill pipe. 

At the truck loading rack all! 
products with the exception of 
the three grades of gasoline are 
metered. Accurate loading of 
the trucks with gasoline is fa- 
cilitated by the use at each plat- 
form of a 2-inch nozzle-con- 
trolled hose which is used to top 
off the filling operation to the 
tank gauge mark. 


The terminal is protected by 
numerous safety precautions 
Each of the tanks is diked so 
that the capacity of each basin 
is at least 125 per cent of the 
contents of the tank within the 
basin. In addition, the entire 
group of tanks is surrounded by 
a secondary dike. 


The four largest tanks, of 
80,000 barrels capacity each, 
are each equipped with four 
flame arrestors and vacuum and 
pressure relief valves. The ter- 
minal is provided with a three 
alarm fire system. The first 
alarm calls the Revere fire de- 
partment, the second calls the 
East Boston department, and 
the third signals the fire boat 


The foam and water system 
covers the entire plant. Fresh 
water from the city mains is 
used, with auxiliary pumping 
equipment in readiness to pump 
in sea water if the emergency 
arises. 

All tanks, with exception of 
one small one, are equipped 
with two foam chambers. There 
are also four foam hydrants lo- 
cated at convenient places near 
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the tanks. Across the road, 
foam hydrants are located at 
each end of the large garage, 
one end of which is close to the 
truck loading rack; two of 
these hydrants are on the dock 
and one is near the under- 
ground tunnel where the pipes 
pass under the highway. 

There are six water hydrants 
and two hose houses located ad- 
jacent to the tanks. On the 
other side of the highway there 
are two water hydrants at the 
dock, six hydrants around the 
garage, loading racks, and 
pump and foam houses. A foam 
engine is located near the ware- 
house and a hose house is near 
the tank car loading rack. Six- 
inch lines are used for the 
water and 4-inch double lines 
for the foam. Two 750-gallon 
per minute booster pumps are 
in readiness should the city 
water pressure prove’ inade- 
quate at any time. 


N THE warehouse are stored 
all the package goods, includ- 
ing canned oil, drums, acces- 
sories, and dealer’ display 
equipment. This building also 
houses five 1000-gallon tanks 
for the storage of lubricating 
oil. This oil comes in by tank 
car on a siding that runs next 
to the warehouse. The oil is un- 
loaded from the tank car by 
gravity into five %000-gallon 
underground tanks adjacent to 
the warehouse, and pumped 
into the inside storage tanks 
through a 50-gallon-per-minute 


‘pump. 


The 14-bay garage can ac- 
ommodate two trucks in each 
bay. At each bay there are serv- 
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Tide Water's 10-truck loading rack at 

its new Revere, Mass., ocean terminal. 

A\t the extreme right is the front of 
the garage which houses 28 trucks 


> 


ice facilities for washing, air, 
radiator filling, tire inflation, 
and greasing. A mileage record 
is Kept of each truck 2nd at cer 
tain predetermined mileage in- 
tervals each truck is subjected 
to an inspection and servicing 
of certain parts or mechanisms. 
Trucks are washed once a 
week. 

Each day the driver of each 
truck is required to check the 
gasoline, oil, water, tire air 
pressure, and to turn down the 
water pump grease cup. De- 
pending on the make of the ve- 
hicle, drivers are asked to at- 
tend to the lubrication of steer- 
ing connections. As at all of this 
company’s plants, their policy 
is to standardize on the make 


of truck used at any one ter- 
minal. Following this scheme, 
the repair shop at this terminal 
is able to stock repair parts for 
one make of truck instead of 
going to the expense of trying 
to keep an up to date repair 
stock on several makes of units. 
In this way maintenance costs 
are cut, and much of the repair 
work that might otherwise have 
to be farmed out, is done right 
on the property. 


LL repair and maintenance 
work on trucks is done at 
hight, permitting all the units 
to be in Operation during the 
daytime. With the unit replace- 
ment plan in operation, engines, 
transmissions, and rear axles 
can be replaced overnight. 
When a driver brings his 
truck in at night he is required 
to make out a report which is 





A section of the pump house at Tide Water's new ocean terminal at Revere, 
Mass. Six of the pumps have a capacity of 500 g.p.m. One is rated at 300 g.p.m. 
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TIDE WATER OIL COMPANY AUTOMOTIVE SECTION 
DAILY REPORT OF AUTOMOTIVE VEHICLE 




















VEHICLE NO. DATE 
SPEEDOMETER MILES 
| FINISH & 
LOCATION 
ees When the truck driv- 
ers return to the ter- 
—— eae. minal at the end of the 
; HICLE 
a. dee a day they are required 


to fill out this report 
which is turned in to 
the repair shop 


DOES ENGINE HEAT | 


KNOCK OR LACK POWER © 


ARE CLUTCH AND GEAR 
SHIFT RIGHT 
lis STEERING 
GEAR RIGHT 
j ANY OIL OR 
OTHER LEAKS 


1S SPEEDOMETER 
WORKING 


1S THE FIRE 
EXTINGUISHER FILLED 





ARE BRAKES RIGHT 
ARE LIGHTS AND 
SIGNALS RIGHT 
ANY RATTLES | 
OR SQUEAKS 


ANY TROUBLE | 
WITH METERS _| | 





| 
ANY ACCIDENTS TODAY ! ANY TIRE CHANGES 


REMARKS: 





DRIVER: IF REPLIES INDICATE UNSATISFACTORY CONDITION 
IT WILL HELP THE MECHANIC IF YOU WILL WRITE A BRIEF 
DESCRIPTION ON THE BACK OF THIS REPORT. 














a 7 e DRIVER | 


MECHANIC 








ORIGINAL-TO LOCAL MECHANIC OR REPAIR SHOP 


turned in to the repair shop. 
This report. is simplified so that 
the driver can fill it out quick- 
ly. All questions to be answered 


are accompanied by ‘“‘yes” and 
‘no’? columns so that a check 


mark by the driver is all that is 
required. | 

Besides the preventive main- 
tenance program in operation 
on the truck units, a similar 
plan is employed in the upkeep 
and maintenance of dealers’ 
stations and station equipment. 

Three one-ton panel trucks 
operate out of the Revere ter- 







A portion of the loading rack at Tide Water's new ocean terminal at Revere, 
Mass. The warehouse is in the background 















minal equipped with tools and 
materials for making repairs at 
service stations. Each dealer in 
the territory is called on at least 
four times each year by one of 
these trucks. At that time the 


following items are inspected 
and the necessary repairs are 


made: Hand pumps, electric 
pumps, hi-boys, grease equip- 
ment, signs, air compressors. 


and lifts. The drivers of these 
trucks are required to make out 
reports of conditions found at 
each of the stations where calls 
are made. 


According to officials of the 
Tide Water Oil Co., the pro- 
gram of preventive mainten- 
ance on its trucks and service 





Looking out on the dock at the Tide Water ocean terminal at Revere, Mass. 
At the left a barge is being loaded. Ocean tankers dock on the right hand 
side ot the pier 


stations is paving excellent di- 
vidends. 


Jobber Builds Water Terminal 


LYNN, Mass.—A new water 
terminal, now nearing comple- 
tion, is being built by the Leader 
Filling Stations of this city. The 
plant is located on the Sangus 
River and will have a 300,000- 
gallon storage tank for kerosine 
and a 200,000-gallon tank for 
domestic fuel oil. This is the 
second water terminal to be op- 
erated by this company. The 
total storage caacity of the com- 
pany’s properties, including 
eight stations and two termi- 
nals, will be 3,500,000 gallons. 
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Service Station is Logical Accessory Outlet 


Automotive Equipment Men are Told 


EW will deny that the serv- 

ice station is a logical sales 

outlet for tires, batteries, 
and accessories. To an observ- 
ing station attendant, practical- 
ly every car that enters the 
drive lays itself open to possi- 
bilities for accessory sales. The 
word ‘‘accessories,’ however, 
involves a multitude of items, 
and raises many merchandising 
questions. 


Should a station handle a 
wide variety of items, or a few 
well chosen ones? What articles 
will pull the best in certain lo- 
calities? What plan should be 
followed in selling accessories 
to the motorists? How shal] the 
attendants be educated on 
proper selling methods? 


The major companies, for the 
most part, have been in a posi- 
tion to plan and schedule the 
sale of accessories in their com- 
pany-owned stations. In a few 
isolated cases independent job- 
bers have outfitted small panel 
trucks with a stock of selected 
accessories and made regularly 
scheduled trips to dealer and 
company stations. This plan has 
made it possible for the jobber 
to keep control of the accessory 
business in his outlets and to 
assist his dealers and operators 
in the more intelligent selection 
and sale of the various items. 

But every independent dealer 
is not so fortunate. The major- 
itv are at the mercy of the 
wholesale mail-order catalog 
racket and the wagon peddler 
whose primary interest is to sell 
the dealer anything and every- 
thing his credit will weather. 
The result is that these dealers 
are loaded up with stock that is 
not only unattractive to the 
motorists but actually turns 
him from that station as a pur- 
chaser of petroleum products. 

In an address before the an- 
nual convention of the Motor 
and Equipment Manufacturers 
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Association at Atlantic City, 
Dec. 10, John W. Anderson, 
president of the Anderson Co., 
offered a constructive answer to 
the question of how should ac- 
cessories be sold. His subject 
was “Gasoline Service Stations 
As Jobber Sales Opportunities.” 


Anderson contended that 
there are a number of the large 
oil companies selling T. B. A. 
items (Tire, Battery, and Ac- 
cessory) who have been out- 
standingly successful. Others 
have been less successful, and 
a few ‘have not vet given to 
their T.B.A. departments suffi- 
cient freedom from policy re- 
strictions—egrowing out of cer- 
tein traditions of the petroleum 
industry —to permit effective 
T.B.A. operations.”’ He pointed 
ont that those oil companies 
who are lagging today must put 
their T.B.A. executives in a po- 
sition to operate effectively or 
risk being thrown for a loss by 
their more flexible competitors. 


NE of the very large and 

nationally known oil com- 
panies, Anderson reports, made 
more net profits on its T.B.A. 
items during 1934 than it made 
on all its petroleum products 
combined. 


Anderson’s address was aim- 
ed at showing the automotive 
jobber that the independent 
service station dealer repre- 
sented a high potential for 
T.B.A. sales due to the fact that 
in many cases he is not in a 
position to receive aid on mer- 
chandising his accessories from 
his supplying company. 

Regarding an accessory sell- 
ing plan for independent deal- 
ers, Anderson said: 

“Independent service stations 
competing with company-oper- 
ated stations have found them- 
selves at a disadvantage—with- 


out a T.B.A. service—in holding 
and increasing their sales of pe- 
troleum products. Experience 
has proved that a gasoline sta- 
tion providing an _ attractive 
service even on no more than 
six or seven widely needed ac- 
cessory items — excluding tires 
and batteries—steadily attracts 
customers from a competing 
station with equal petroleum 
products service but with no ac- 
eessories. Such competing sta- 
tions — if independently oper- 
ated —- naturally are receptive 
to the jobbers offer of an acces- 
sory. service paralleling — in 
range and brands of products- 
that of the competing station.” 

“In planning that service, 
however, the independent job- 
ber should give open-minded 
consideration to the fact that 
the maior oil company has, in 
the independent station, two 
vital and special permanent in- 
terests which are: 


“‘(a) The preservation of the 
financial integrity of the station 
operator. 

“(b) The improvement of re- 
tail sales of petroleum products 
at the station. 

“The experience of major oil 
companies to date has demon- 
strated to them that T.B.A. 
items — properly selected and 
properly sold — will promote 
both of the above interests at 
anv type of service station. 
T.B.A. profits make the inde- 
pendent station a better credit 
risk for the major oil company. 
The availabilitv of well selected 
T.B.A. items at the station pro- 
vides for the car owner a need- 
ed service which attracts new 
customers and improves’ the 
station’s sale of petroleum 
products.” 

Anderson pointed out the 
reason for the failure of some 
independent dealers to move 
their T.B.A. items, and the need 
for some sort of service upon 
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which these operators could de- 
pend in the choice of sales 
methods of the items. ‘‘Oil com- 
panies,’’ said Anderson, “in 
seeking to know the cause of 
commercial weakness at inde- 
pendent service stations — and 
the proper remedies therefor- 
have found such stations usual- 
ly loaded with an ill-chosen as- 
sortment of indifferent and 
worse accessories and replace- 
ments ranging from Japanese 
lamp bulbs to antiquated and 
incompetent radios — and with 
so much of the station’s capital 
tied up in hopeless merchandise 
which cannot be sold or which 
if sold would tend to drive pe- 
troleum trade away from the 
station—that not enough cash 
has been available to maintain 
adequate petroleum products 
stocks or to maintain adequate 
equipment or activity for their 
sale. 


“The indifference of the job- 
ber toward the needs of the in- 


dependent service station na- 
turally has left that station 
freely exposed to the wagon 


peddler and to the mail order 
gyp wholesaler neither of 
whom have had any special in- 
terest in the financial integrity 
of the station—beyond its abil- 
ity to pay cash for the mer- 
chandise delivered — nor have 
any direct interest whatsoever 
in the sales of petroleum prced- 
ucts at the station.” 


The inevitable question that 
arises in any accessory discus- 
sion—-how many accessories 


should I carry? 
by Anderson with a review of 
a few actual instances out of 
his book of experience. 

“It 
dent 


was answered 


might interest 
automotive jobbers’ to 
learn that outstanding major 
oil companies are making 
through their own stations 75 
to 90% of their dollar volume 
On accessories and_ replace- 
ments in five to seven indi- 
vidual lines—-which lines vary 
somewhat as to territories and 
as to individual oil companies. 

but which usually include spark 
plugs, lamp bulbs, radiator 
chemicals, and windshield wip- 
er blades and arms. One out- 
standing oil company active 
during the past few years in 
the sale of accessory items is 
making approximately 80% of 


indepen- 


10) 








its accessory volume on four in- 
dividual lines. 


“Some oil companies in or- 
ganizing their accessory pro- 
gram have wisely restricted 
their accessory items to a com- 
paratively few products — say 
seven to ten items. As I write 
this I have before me, however, 
the printed accessory list of an 
oil company including more 
than 100 items ranging from 
fuses to oil filters. Our obser- 
vation is that the greater sales 
volume and the greater net 
profit is taken by the oil com- 
pany which carries a reason- 
ably limited accessory line of 
comparatively fewer numbers 
supported by competent educa- 
tional efforts to which the man- 
ufacturer’s personnel contrib- 
utes, in field meetings of the 
sales personnel of the oil com- 
pany and otherwise. Additional 
lines unquestionably can be— 
and will be — added progres- 
sively by such oil companies— 
as rapidly as programs for the 
education of service station per- 
sonnel on new lines can be ad- 
vanced effectively. 


M@OME of the oil companies— 
like, unfortunately, some 
of our independent automotive 
jobbers—still have something 
to learn of the significance 
of investment in inventory with 
relation to turnover—and of the 
significance of turnover with 
relation to net profit. Others of 
the oil companies, however, 
seem wisely to have given first 
consideration to the good will 
value of the actual accessory 
service rendered to their cus- 
tomers—and to the inevitable 
influence of such service on 
petroleum product sales. 

“This accounts perhaps for 
the varying number of non- 
petroleum products found in 
the stocks of oil companies and 
perhaps presents one reason 
why the manufacturer of a 
product suited to large sales 
through service stations usually 
must provide for the oil com- 
pany adequate and acceptable 
educational and sales promo- 


tional assistance if large results 
are ever to be achieved by such 
oil company on his line. 

“Oil companies are learning 
not only that a heavy retail in- 
ventory including slow-turning 





items defeats the net profit mo- 
tive but are learning also the 
good-will value of restricting 
their efforts on accessories to 
products which provide a 
NEEDED AUTOMOTIVE SER- 
VICE for the LARGEST POS- 
SIBLE NUMBER OF CAR 
OWNERS. A few oil companies 
have gone to such extremes as 
to stock such items as golf balls 
and tooth paste in their stations 
—almost uniformly with the re- 
sult that strictly automotive 
service — which alone justifies 
the existence of the station— 
has been neglected—car own- 
ers have been irritated — and 
petroleum products sales have 
been impaired. Efforts toward 
making the service station a de- 
partment store have seemed 
clearly to have proved detri- 
mental to the primary interests 
of the oil company.” 

In the final analysis, accord- 
ing to Anderson, it is the pres- 
ence of petroleum _ products 
which brings car owners regu- 
larly into a service station — 
and the merchandise reflects 
either favorably or unfavorably 
on the oil company whose em- 
blem is displayed, as well as 
the station. ‘“‘The public does 
not usually differentiate be- 
tween a company-operated and 
a leased or independent sta- 
tion,’”’ he said. 

Of the great need for educa- 
tional work in selling acces- 
sories, Anderson made_ these 
very pertinent points to drive 
home his thoughts: 

“In Pacific Coast territory a 
considerable volume of acces- 
sories is distributed directly by 
jobbers to company operated 
service stations—by special ar- 
rangement with the oil com- 
pany, which co-operates to the 
extent of opening the station to 
the jobber as a supplier. Usual- 
lv the station operator pays the 
jobber for the merchandise— 
and the jobber kicks back to 
the oil company as a rebate or 
royalty, a part of the profit 
margin made available to him 
by the manufacturer. Here— 
as always—a controlling factor 
is the amount and effectiveness 
of the educational work applied 
to the service station person- 
nel. 

“In some areas jobbers are 
attempting to reach the inde- 
‘pendent service station primar- 
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ily through independent oil 
jobbers. This program is un- 
derstood to have met with some 
success — and involves the dis- 
tribution not only of accessories 
but of tires and batteries and 
of service station equipment, 
supplies and disposables of 
various kinds. 


“It has been demonstrated 
repeatedly—in the experiences 
of oil companies—that an im- 
portant problem lies beyond 
the mere act of stocking a re- 
tail station with accessories. 
The station personnel must be 
told why accessories should be 
sold—and told how best to sell 
them. Successful methods for 
getting this story across to that 
personnel are being applied by 
many oil companies. 


“If the solicitation on the car 
owner at a service station, for 
the sale of an accessory or re- 
placement, is of such character 
as to impress the customer with 
the thought that it is prompted 
primarily by a desire to obtain 
a profit, the tendency is not to 
build a lot of good will with 
that customer. If, on the other 
hand, the solicitation is made 
in such a way as to impress the 
car owner with the thought that 
it is prompted primarily by a 
desire to be of service to him— 
the tendency is to improve the 
good will of that customer and 
his friends toward the station 
and thus to improve the sales 
of petroleum products at the 
station.” 





Hanging Baskets at Lubritorium 


Entrance Invite Customers 


CHIPPEWA FALLS, WIS. 


HERE is no reason why the 
T outiaing where his car is 

lubricated, or washed, need 
not be attractive to the cus- 
tomer’s eye, in the opinion of 
Ola Larson, who runs_ the 
Golden Rule Oil Co., with head- 
quarters here, and operates a 
one-stop station in connection 
with the company headquarters. 
Other stations are let out to op- 
erators on a commission basis. 


So the company goes in for 
flower beds and window boxes 
and hanging baskets at the 
doorways to its lubritorium. 
Not only are they attractive to 
the eye, in the opinion of Mr. 
Larson, but they help impress 
upon the operators the need for 








tidiness around the place. 

This company operates in a 
region of dairy farms of up to 
600 acres and it has sold many 
of these farms an old type gaso- 
line pump and a 550-gallon un- 
derground tank, which enables 
the farmer to buy gasoline in 
200 or 300-gallon fills. 

Among accessory items the 
stations of this company feature 
wiper blades and, during the 
winter, devices for defrosting 
the windshields, which are said 
to be almost necessary in this 
part of the country if driving 
is to be done every day of the 
year. The stations also sell 
tires and batteries, spark plugs, 
light bulbs, fan belts, battery 
cables, tire patches, valve stems 
and caps, polishes and so on. 


The effectiveness of simple Christmas decorations for gasoline stations is exemplified by the above Socony-Vacuum 
outlet in Shaker Square, Shaker Heights, Ohio, a suburb of Cleveland 


December 25, 1935 


41 














Highway Cabin Camps 


Gasoline Sales to Overnight Guests not Heavy Unless 


Operators Use Special Methods; Tourists Like the Superior 
Service Available at City Stations; Few Company Operated 


Article 3 


NEW YORK 
ASOLINE and the high- 
way cabin camp appar- 
ently are not necessarily 
inseparable business enter- 
prises. Camp operators report 
gasoline and oil sales’ from 
over-night guests are not par- 
ticularly lucrative, and in some 
cases gasoline pumps are a bar- 
rier in obtaining guests. Oil 
company executives also ques- 
tion whether the gasoline sta- 
tion at a cabin camp represents 
more than an average rural out- 
let. 

Cabin camps dotting the high- 
ways, however, have contrib- 
uted to the oil industry’s wel- 
fare in that travel costs have 
been reduced for the tourist, 
that touring thereby is avail- 
able to more motorists, that 
tourists are tending towards 
touring the entire trip in place 
of staying a week or two in one 
location, and in the end more 
gasoline and oil is consumed in 
the course of a vacation trip. 


Lack of enthusiasm on the 
part of the camp operator for 
the service station end of the 
business may be attributed to 
several causes. Often it is dif- 
ficult to reach the guest before 
leaving in the morning. There 
is a large amount of detail in- 
volved in camp operations. This 
breeds in lack of attention to 
gasoline sales. The tendency of 
motorists is to patronize service 
stations in towns or cities. 

About the only contact the 
operator has with the guest is 
at the time the rental of a cabin 
is negotiated. In the morning, 
when the guest may be in the 
mood to have the oil level 
checked and the gasoline supply 
replenished, there is apt to be 
no contact with the camp man- 
agement as the luggage is re- 
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Stations Likely at Camps 


By E. L. Barringer 
N. PLN. Staff Writer 


packed, the key left in the cab- 
in, and the tourist pulls onto 
the highway for the day’s jour- 
ney. 

One tourist cabin camp, in 
New York state, has overcome 
this lack of morning contact 
with the guest by charging a 
key rental. When the guest reg- 
isters and pays for the lodging 
an extra charge of 50 cents for 
key rental is made, to be re- 
turned when the guest turns in 
the key. Guests of course are 
told that while they would 
never run Off with the key the 
camp has lost many so the rent- 
al charge has to be made. 

Before leaving the guest 
seeks his 50 cents back, and 
the logical routine is to drive 
up to the gasoline station, 
where the camp office is located. 
The manager on duty bounds 
out, inquires about the need 
for gasoline. 

Details of camp _ operation 
also hinder gasoline sales as 
there is no one to give special 
attention to this department. 
Camps generally are individual- 





HE attitude of highway camp 
__ Speitecentn and oil company ex- 
ecutives .on gasoline sales at 
camps is related in this, the third 
and final article, in a series on 
highway camps. 

Although camps do not 
sent large gallonage outlets, it is 
evident that the camps have in- 
fluenced touring habits to the 
point that the oil industry bene- 
fits through an 
market, 

The first article in the series 
was published in the Oct. 9, 1935 
issue, page 32: the second article 
in the Oct. 23 issue, page 43. 
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ly operated, the owner-manager 
assuming responsibility for all 
departments, and gasoline sales 
are not in such volume that ex- 
tra help is justified just to man 
the gasoline pumps. 

Tourist camps along’ with 
other rural outlets seem to be 
suffering from the general trend 
of the motorists to buy at sta- 
tions in towns. An oil company 
executive also pointed to the oil 
industry getting away from 
company stations even on the 
edge of towns, preferring to op- 
erate near the center of busi- 
ness. 

The reason back of this is the 
service feature. Motorists ex- 
pect a gasoline purchase to in- 
clude checking of the oil, radi- 
ator, washing of windshields, 
and toilet facilities. Many rural 
outlets of all types are weak on 
service, so the motorist makes 
it a point to have gasoline stops 
come in towns. 

Several camp operators re- 
ported gasoline pumps caused 
some guests to question wheth- 
er the camp would be quiet dur- 
ing the night. Before taking a 
cabin they asked how late the 
service station is onen, if many 
cars stop for gasoline, and had 
to be assured that with an early 
closing hour their sleep would 
not be disturbed. 

Reports from camp operators 
interviewed in New England in- 
dicated the number of over- 
night guests buying gasoline 


was small, generally around 
only 10 per cent. 
“Well, last night I had 41 


persons sleeping in the camp 
and this morning I sold only 13 
gallons of gasoline,’ replied 


one operator when asked about 


this point. 

The lone exception was a 
camp operator in western Mas- 
sachusetts. who estimated that 
50 per cent of his guests bought 
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gasoline also. His success was 
attributed to being on the job 
and asking the guests to buy. 
During the time in the early 
morning when guests were leav- 
ing he made it a point to be 
around the combination office- 
service station, to bid them fare- 
well and to ask about gasoline. 
If a guest, when checking in, 
happened to remark about an 
exceptionally early departure 
he asked the guest about buy- 
ing gasoline in the evening, to 
be sure of an adequate motor 
fuel supply before starting the 
trip. 

Incidentally, this camp oper- 
ator was the only one on the 
whole trip taken by this writer 
who suggested a gasoline pur- 
chase. 


Oil company executives in 
touch with retail markets are 
of the opinion that tourist cabin 
camps represent a_ potential 
dealer outlet, certainly at this 
time not a promising place for 
a company owned and operated 
station. Also, there was no in- 
terest in oil companies operat- 
ing highway cabin camps. 


Lack of substantial volume 
is the reason oil companies con- 
sider camps as unsuitable for 
company stations. The point is 
logical also as company opera- 
tions have been confined largely 
to urban centers. 


From the camp _ operator’s 
viewpoint the renting or leasing 
of the gasoline concession to an 
oil company might not be ad- 
visable, as this would involve 
dual management, and opera- 
tors so far have tended towards 
complete control of such camps. 


J. O. Dahl, editorial director 
of Hotel Management, questions 
whether an oil company would 
want to have a company station 
in a camp because of competi- 
tive factors. Hotels generally 
have garage affiliates selling 
gasoline, oil and _ lubrication 
service, and these garages are 
dealer outlets. Consequently, 
the oil company taking on the 
station concession at a highway 
camp might endanger its dealer 
relationship with the hotels. 


Regardless of opinion on 
camps as gasoline outlets and 
the volume of petroleum busi- 
ness done, the camps have been 
one of the factors in advancing 
tourist travel. 


There are the obvious econ- 
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Oomies of lower room cost, no 
garage expense and no tipping. 
The camps also have eliminated 
the swankiness of dining. Dress- 
ing for meals is not necessary 
in camp dining rooms, the spirit 
of “come as you are”’ prevails. 
So for a given amount in the 
motorist’s travel budget the 
camps, through offering lower 
priced sleeping costs, enable the 
tourist to travel farther and 
consume more gasoline and oil. 


Lower priced camps fill the 
need for that type of tourist 
seeking inexpensive lodging. 
Not everyone can travel on un- 
limited means, and these peo- 
ple do buy gasoline and oil, so 
with a small outlay required for 
sleeping accomodations just 
that much more is available for 
gasoline to cover extra miles. 


HE better type camps are 

furthering their own cause, 
seeking to keep tourists want- 
ing superior accomodations 
coming to this type of cabin. 
Publication of camp _ guides, 
such as “Cabin Trails’ issued 
by Ray A. Walker, Haverhill, 
Mass., is typical of this effort. 


“Cabin Trails” lists the better 
camps in the New England, New 
York territory, based on per- 
sonal inspection visits by Mr. 
Walker, and has received a high 
rating for accuracy. A map of 
this territory is published in the 
guide, with camps noted by 
numbers. The listings are by 
states, camps identified by the 
map number, with three or four 
line descriptions of each camp. 


As an added precaution in 
keeping only the better grade 
camps listed “Cabin Trails”’ 
urges tourist to note personal 
comments about any camp pat- 
ronized, and at the end of the 
trip to return the marked guide. 


Besides the personal com- 
ments on the marked guides Mr. 
Walker also has much corre- 
spondence from tourists based 
on experiences in camp. 


Although “Cabin Trails’’ now 
is issued only for the northeast- 
ern states, Mr. Walker has made 
a preliminary survey of south- 
eastern states, and a similar 
complete guide for this territory 
is being contemplated. 

While considerable impor- 
tance is attached to the size of 
the tourist market definite data 


is difficult to obtain, but the fol- 
lowing information is indicative 
that the tourist market, and 
highway cabin camps, is in- 
creasing. 

Mr. Walker’s “Cabin Trails” 
guide in 1935 had a circulation 
of 90,000 copies, through the 
mail and through distribution 
by listed camps. Next year he 
estimates 120,000 copies will 
reach tourists. 

The Esso Touring Service, 
New York, has endeavored to 
inform motorists only about 
highway conditions, but demand 
for lodging information has 
been growing. This year from 7 
to 8 per cent of all requests was 
for lodging information, and of 
this 7 to 8 per cent at least 90 
per cent was on tourist cabins. 


Esso Touring Service also is- 
sued a statement recently show- 
ing that in the first eight 
months this year 120,635 re- 
quests for highway information 
were received, greater than the 
total number for 1934. 

Tourist News, published by 
the National Tourist Lodge and 
Motor Court Trade Association, 
in the September issue carried 
the following information based 
on a letter from the Ohio 
Match Co.: 


‘“**A comparison on the divi- 
sion of business on an analysis 
of auto expenses of 1262 drivers 
during 1934 (which proved at 
the same time that three people 
can travel anywhere in the 
United States by car for 4 cents 
per mile or 1 1/3 cents each). 
The above 1262 cars carried 
3681 people 2,874,818 miles. 
Costs were distributed as fol- 
lows: 


“*Hotels, $13,586; tourist 
camps, $11,321; meals, $27,738; 
gasoline, $38,494; incidentals— 
tolls, punctures, greasing, minor 
repairs and souvenirs, $16,982. 
A complete check of 101 motor- 
ing parties showed that 57 
stopped at hotels, 39 patronized 
tourist courts and_ tourist 
homes, and five carried their 
own camping equipment.’ ”’ 

Reports from various points 
in the eastern section of the 
country indicate that resort 
hotels in general are entertain- 
ing fewer guests. This is said 
to be caused by a trend away 
from staying at a resort for a 
vacation or season and for the 
tourist to wander about the 
country. 
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CLEVELAND, Dec. 23 
OST oil marketers were under 
Me: influence of the usual pre- 
holiday lull the third week of 
December. The general market situa- 
tion was unchanged, although in some 
sections prices were steady to higher, 
while in others they were somewhat 
easier. 

The lack of open market buying 
made determination of a market trend 
practically impossible. Observers gen- 
erally were trying to diagnose the mar- 
ket trend after the first of the year. 
Almost the entire interest in the cur- 
rent market had to do with fuel oil, 
which was stimulated by the wide- 
spread cold snap. 


The pre-holiday lull might be 
ealled also a pre-inventory lull. Despite 
all the talk of a crude advance after 
the first of the year, distributors evi- 
dently are going to go into the new 
year with as low an inventory as pos- 
sible. Virtually all the open market 
buying last week specified that ship- 
ment should be delayed so that de- 
livery will not be effected until after 
Jan. 1. 


As far as the position of gasoline is 
concerned, markets along the eastern 
seaboard continued to show up bet- 
ter than in other sections. Advances 
were made in tank car prices of gaso- 
line at Philadelphia and Savannah, 
Stocks of gasoline at most terminals 
along the eastern seaboard were rela- 
tively low and no sales pressure was 
being exerted, most reports indicated. 


While advances in retail prices at 
some points in the eastern section were 
made, announcement of reductions at 
other points left the retail picture 
about unchanged. For the most part, 
however, the retail picture in the east- 
ern part of the country was satisfac- 
tory. 


Both domestic and export inquiries 
for gasoline at the Gulf declined last 
week, Suppliers were not inclined to be 
disturbed by the lack of activity. They 
believed that both domestic and foreign 
buyers would be back in the market 
after the first of January. Offerings 
were well held, and apparently few 


suppliers were pushing sales. 


In the middle western market the 
outlook for the gasoline market was 
not quite so bright. A number of trad- 
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ers were bearish due to the high rate 
of crude runs in the Indiana-Illinois- 
Kentucky refinery district. On the 
other hand their inclination to sell 
short was tempered by the talk of 
higher crude prices after the first of 
the year. 


Currently the focal point of traders 
in the middle western market is on 
fuel oil rather than on gasoline. The 
continued lack of jobber buying of 
gasoline made that market particular- 
ly dull. Offerings of gasoline, however, 
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Retail index of 50 cities, ea-taxr, and 
tank car is a weighted average of 13 
wholesale markets for middle octane 
gasoline. The gasoline price index this 
week represents the following price in 
cents per gallon: 


Date Retail Tank Car 
RS Oe asdeenataiiaicienns . 18.80 6.08 
MOMth 880 o...c:600000.0000. 13.66 6.04 
WOOP BBO occccccccesesasnss 12.74 5.37 


continued to be well held as inter re 
finery purchases were keeping the open 
market free of distress material. 

The inclination of jobbers to carry 
only the smallest inventory possible 
into the new year was as apparent in 
the Mid-Continent as any other district. 
Open market orders were few and far 
between, although prices were not di- 
rectly affected by the slump in orders. 


Some traders in the Mid-Continent 
districts were inclined to believe that 
the high rate of crude runs, which re- 
sulted in substantial increases in gaso 
line stocks, would adversely affect 
prices after the year-end lull. If crude 
runs were cut back now, they point 
out, stocks would be in better position 
and prices might work higher on re- 
newed buying in January. 

Most of the alarm over the possibil- 
ity of gasoline prices turning easier 
was based on the high rate of crude 
runs. At the end of the second week of 
December bulk gasoline stocks in- 
creased 1,505,000 barrels over the pre- 
vious week. At the same time crude 
runs were upped 97,000 barrels daily 
average. Crude runs were substantial- 
ly higher than the figure recommend- 
ed by the Bureau of Mines for Decem- 
ber. 

Many observers point out that if 
crude runs were kept down to more 
economic levels, the possibility of a 
crude oil advance, which is talked of 
60 much, would be diminished. 

The market for crude scale wax was 
unchanged. Supplies were tight and 
buyers generally were waiting until 
after the turn of the year to feel out 
the market. Refined wax prices worked 
higher. This was the first general 
change in this commodity since last 
April. 

The lubricating oils reflected a good 
demand. In most quarters it was re- 
ported that shipments to foreign ports 
were keeping inventories in better 
shape than they were at this time last 
year. 


CLEVELAND W. T. Holliday, 
president, S. O. Ohio, has been elected 
a vice-president of the National Asgo- 
ciation of Manufacturers for 1936. 
C. M. Chester, chairman of the board, 
General Foods Corp. was elected presi- 
dent of the association. 











Market at Stalemate 


CHICAGO, Dec. 21 

OR the second consecutive week, 

the Midwestern tank car gasoline 
market failed to indicate a definite 
trend. 

There was mixed sentiment in the 
wholesale gasoline market. Some trad- 
ers favored the belief that gasoline 
prices would usher in the new year in 
a softer state than has been the case 
for the past several months. This be- 
lief was based on the fact that refinery 
operations were continuing at peak 
levels. 

However, the close balance between 
offerings and current jobber takings, 
the direct result of inter-refinery trad- 
ing, pointed to well maintained trad- 
ing levels to the finish of the year. 

Despite the fact that inter-refinery 
buying was taking the greater portion 
of the surplus from refiners who might 
be inclined to offer it on the open mar- 
ket for what it would bring, a gaso- 
line stock build-up has been taking 
place. More than two and one quarter 
million barrels have added to 
finished gasoline stocks the past 
three weeks. 


ben 
in 


While market reaction corroborates 
the fact that gasoline stocks are in 
strong hands, many traders look for an 
easier price structure refinery 
operations are curtailed. 

On the other hand, virtually all 
market conversation revolved around 
the possibility of a Mid-Continent crude 
advance. If crude values are increased, 
there is no doubt among Chicago sell- 
ers that wholesale gasoline prices will 
hold or move upward. 


unless 


There were a few who predicted that 
refinery markets would be allowed to 
seek their level, without benefit of re- 
finery buying support to forestall the 
possible crude advance. The latter 
thought, however, as far as present in- 
dications point was only a wild guess. 

Jobber gasoline requirements were 
readily filled on the basis of current 
prices. However, with the end of the 
year drawing near, jobber participa- 
tion in the open market was virtually 
nil. It was indicated that the majority 
of distributors would enter 1936 with 
gasoline stocks at an extremely low 
level. As several expressed it, market 
features are such that discouraged, 
rather than encouraged, the keeping 
of a large gasoline inventory. This, 
despite the possibility of an advance in 
erude prices. 


Several traders expressed the desire 
to take a ‘‘flyer’’ on the short side 
of the gasoline market. However, very 
little if any, selling for deferred ship- 


ment by Chicago resellers was en- 
countered last week. The threat of a 
crude change again was the tempering 
influence. 


Snows and cold weather have caused 
consumption of gasoline to fall in most 
sections of the middle west, sellers re- 
port. Contract gasoline shipments have 
slowed materially the past week. Here- 
tofore, contract sellers had reported an 
excellent demand. 


Through very little effort the kero- 
sine market was moving upward. De- 
mand for the good grades of distillate 
has caused a comparative shortage, 
and as prices moved upward they have 
carried kerosine prices along with 
them, 


Also, indications were that kerosine 
was being shipped on distillate orders, 
thereby creating a movement that 
might otherwise not have existed. 


Coastal 


Trading Light 


NEW YORK, Dec. 21 

ARGO markets at the Gulf were 
C quiet in the week ended Dec, 21, 
although prices were reported steady 
at unchanged levels. Reports of a pos- 
sible advance in Mid-Continent crude 
after the first of next year tended to 
add stability to this market. 

No open market cargo scales were 
reported during the week, either for 
coastwise or export shipment, although 
some tentative inquiries were report- 
ed for 65 octane and above gasoline 
for domestic lifting. Suppliers gen- 
erally said their stocks were low and 
they were not pressed for business. 
Consequently they were holding for 
higher prices. On the other hand, 
eastern buyers said they were unable 
to pay more at the Gulf, since boat 
rates continued high and their spread 
between Gulf prices and seaboard ter- 
minal prices was not large. 


Export buyers were showing little 
interest in the market at present and 
no open market sales or inquiries were 
reported. Suppliers said, however, 
that this was the usual custom this 
near the Christmas holidays and they 
were not worried about the lack of in- 
quiries. Export prices were steady on 
gasoline, with no inclination on the 
part of suppliers to ask under 5.75 
cents for the 64-66, 375 e.p. grade. 

Crude oil was reported tight at the 
Gulf, with quotations generally at 
around $1.215 to $1.22 a barrel. Most 
rulf suppliers said they were not in- 
terested in quoting on a crude cargo at 
present. 

Kerosine and light fuel oils showed 
little change. The market appeared 
stable at unchanged prices, but no 


cargo buyers were reported in the mar- 
ket. 





Prices Easier 


LOS ANGELES, Dec. 20 

AILURE of major companies and 
leading independent refiners’ to 
agree upon the terms of a proposed 
marketing code had a_ depressing 
effect on all Pacific Coast petroleum 
markets the past week. Wholesale 
and retail gasoline quotations, especi- 
ally in the Los Angeles Basin area, 
were notably softer than earlier in the 
month and marketing officials ap- 
peared to have abandoned any hope 
of the price structure improving be- 


fore the end of the year. 

Inability of major companies to 
control the operations of their sub- 
sidiaries was considered the chief 


cause of the temporary suspension of 
negotiations on the code. 

Tank wagon quotations on major 
company third-grade brands of gaso- 
line were nominally 10.5 cents a gal- 
lon, inelusive of 4 cents tax, and less 
1 cent discount to 100 per cent ae- 
counts, delivered to points in the Basin 
area. However, some secondary com- 
panies were reported to be making de- 
liveries at a net price of 8.75 cents to 


their outlets in Los Angeles and 
Orange counties. In the same area, 
independent refiners were generally 


making tank wagon deliveries of com- 
petitive brands of gasoline at 9 cents. 
Considerable quantities of these in- 
dependent products were available at 
&.5 cents, and some at 8.25 cents. 

As a result of highly competitive 
conditions in the San Joaquin Valley, 
independent refiners continued to 
truck large quantities of gasoline into 
both southern California and 
northern inland valleys. Tank wagon 
quotations for these products in the 
San Joaquin Valley were generally at 
the 


the 


same level as in the Basin area, 
although usually they are 0.5 cent 
higher. 

Withdrawal of buying by major 


companies resulted in excess supplies 
of natural gasoline and caused soft- 
ness in quotations, although only 
slight changes in prices were reported. 
Quotations ranged from 5 to 
a gallon, f.o.b. refineries. 
Fuel oil continued firm at somewhat 
higher levels. Independent products 
were quoted at 60 to 65 cents a barrel 
at San Joaquin Valley plants and at 
65 to 67 cents a barrel at Basin plants 
Major company products were un- 
changed at 75 to 95 cents a barrel. 


5.5 eents 


Pacific Coast seaboard markets were 
inactive, with no important changes 
in quotations. A large percentage of 
shipments were made under contract. 
Prospects of early revival of business 
with the Orient were not considered 
good, as no indications were seen of 
improvements in financial conditions 
in the Far East. 
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Year-End Lull Sets In 


TULSA, Dec, 21 
Tse end-of-the-year inventory ques- 


tion loomed important in Mid-Con-’ 


tinent refinery operations the week be- 
fore Christmas. With this in mind, 
jobbers as well as refiners were keep- 
ing inventories down to bare working 
stocks. From the jobber standpoint 
this meant the delaying of purchases 
until the last minute. For the refiner, 
it meant the deferring of shipments 
to retail and jobber outlets until de- 
livery after Dec. 31 was assured. 
Mid-Continent refiners for the most 
part received a large volume of gaso- 
line business the past week, but de- 
livery generally was requested after 
the first of the year. As a result, the 
market was dull and colorless. 


Despite this dullness, market prices 
for gasoline held surprisingly steady 
during the entire week. Inter-refinery 
purchases again were responsible for 
the buying support that kept odd-car 
offerings off the open market. 

Crude price advances in Michigan 
recently were expected to relieve the 
Mid-Western market of some of the 
low-priced offerings that have tended 
to unsettle the wholesale markets. 
Higher prices for crude, according to 
observers, necessarily would call for a 
larger netback on refined products. 
This was expected to bring Michigan 
gasoline prices more in line with those 
from other refining districts. 


The present status of Mid-Continent 
crude, according to some observers, 
may change the buying attitude of job- 
bers who depend on supplies from the 
Mid-Continent. As the weeks pass, 
more and more talk of a crude price 
advance is heard. Should it become 
apparent that an advance will be made 
shortly after the first of the year, job- 
bers may resume normal buying. 

Postponement of the Panhandle gas 
hearings until Jan, 2 and the seasonal 
slump in movement of natural gasoline 
loosened up supplies the past week. 

Possibility of a shut-down in the 
Panhandle caused several manufac- 
turers to hold back a portion of their 
natural gasoline. Postponement of 
hearings scheduled for Dec. 20, how- 
ever, removed this possibility at least 
until after the first of the year. As a 
result, manufacturers were willing to 
dispose of their holdings. 

Seasonal slump in demand for motor 
tuel also has had its effect on the use 
of natural gasoline. It is true that more 
natural is used in winter motor fuels, 
but this has been more than offset by 
the slump in use of refined gasoline. 
This seasonal decline in use of natural 
also made possible the offerings of 
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more material in the open market. 


The increased offerings were fairly 
well held until the latter part of the 
week. Reductions of 0.125 to 0.25 cent 
were made then by several manufac- 
turers when it became apparent that 
market demand would not absorb offer- 
ings. Lower prices, they thought, 
would stimulate purchasing to the ex- 
tent where a balance would exist be- 
tween supply and demand. 


Under the stimulus of light fuel oils, 
Mid-Continent kerosine prices ad- 
vanced during the week. For the past 
few weeks the steadiness of light fuel 
oils has been reflected in kerosine. 
This to the extent of stabilizing prices 
at the then existing levels. When prices 
for light fuels reached the same level 
as kerosine, the effect was to push 
kerosine prices upward. 


Supply and demand for kerosine 
were well balanced. Most refiners were 
turning their attention to the market- 
ing of light fuels and gave little at- 
tention to kerosine. Production of 
kerosine, however, was comparatively 
small, 


Statistical position of Mid-Continent 
lubricating oil was favorable. Ship- 
ments have fallen off materially, but 
production has been curtailed to the 
extent that stocks are not increasing 
at an alarming rate. Prices for all 
grades were steady, Little change was 
noted in South Texas lubes. 


Searcity of Mid-Continent wax sent 
prices for the 124-126 grade up 0.125 
cent the past wek. Supplies were 


scarce, 


Gasoline Steady 
NEW YORK, Dec. 21 

ANK car gasoline markets contin- 
Bie to present a firm picture along 
the eastern seaboard during the week 
ended Dec. 21, with prices reported 
steady to higher. Gasoline demand 
still was at good level for this season 
of the year. 

Although tank car gasolines were 
in good shape, there were no actual 
price changes reported at most of the 
larger eastern terminals during the 
week. Advances of 0.25 cent were 
made at Philadelphia and Savannah, 
bringing the 65 octane and above 
grade at 6.75 cents and 7 cents, re 
spectively, at these points. No changes 
were noted at New York harbor, where 
a 6.75-cent price already prevailed. 
Suppliers generally said their terminal 
stocks continued low and they still 
were making no extensive drive for 
gasoline business other than their 
contract commitments. 


The retail market picture presented 


a more favorable outlook in some sec- 
tions but was disturbed at others. 
Early in the week, gasoline prices 
were advanced 1.5 cents at Rochester, 
bringing this point up to the normal 
structure. However, prices at Buffalo 
remained considerably below normal 
and the retail market in Brooklyn was 
cut 3 cents a gallon Dec. 20. Prices 
through a large portion of Long Is- 
land are to be reduced 2.5 to 3 cents 
a gallon effective Dec. 26. 

Kerosine demand showed some im- 
provement late in the week as colder 
weather prevailed through much of the 
seaboard territory. Lack of sustained 
cold weather has hampered movement 
of this product, suppliers reported, al- 
though distress material has not piled 
up as yet. Prices were fairly well 
maintained at unchanged levels during 
the week, it was reported 


Wax 


Refined Prices Higher 


NEW YORK, Dec. 21.—An advance 
in refined wax prices of 0.25 cent a 
pound was the feature of seaboard wax 
markets during the week ended Dec. 
21. This advance applied both to do- 
mestic and export grades. This marks 
the first general change in refined wax 
prices since they were reduced ap- 
proximately 0.15 cent a pound late in 
April of this year. Since that date, 
erude scale waxes have moved up and 
down within a range of 0.5 cent a 
pound. 

Increased demand and reduced pro- 
duction of refined wax were factors 
contributing to the price advance, sup- 
pliers reported. 

Crude scale waxes were reported in 
steady demand with prices inclining to 
higher levels in some quarters. 


Late Market Changes 


In the refinery market table on page 
50 of this issue, California stove dis- 
tillate in San Joaquin Valley should be 
$1.25 to $1.89 us of Dec. 25, instead of 
$1.25 to $1.85 as published. 

In the Seaboard market table, on 
page 60 in the Pacifie export market, 
price of prime white kerosine should 
be 3.75 to 4.5 cents per gallon, instead 
of 4 to 4.5 cents, as of Dee, 23. 

These changes arrived too late to al- 
low tables to be corrected. 


Transferred to Venezuela 


NEW YORK-—Carl S. Baehr, who 
has been in charge of the Standard Oil 
Co. of New Jersey hangar at Newark 
Airport since 1930, has been trans- 
ferred to Quiriquire, Venezuela, where 
he will be in charge of the maintenance 
of an affiliated company’s airplanes, 
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For the past several years, 
motorists in the East and 
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Pennsylvania. 


Prices Steady 


CLEVELAND, Dec. 21 

HE usual pre-holiday lull settled 
ane the Pennsylvania market the 
third week of December. Little change 
was noted in the general market situa- 
tion and most transactions were large 
ly routine. 

For the most part refiners’ in- 
ventories were in fairly good shape, 
and movement of products under con- 
tract was keeping day-to-day produc- 
tion from going into storage. Ap- 
parently there was no burdensome sur- 
plus of any product. 

Fuel oil probably was in the best 
shape of any item on the list. Most 
refiners reported they were sold up on 
fuel oil for the remainder of the year 
Only a few odd cars were said to be 
obtainable for immediate shipment 
During the week more sales were re- 
ported at the high of the price range 
than usual. 

The good position of 65 octane gaso- 
line was maintained. Demand was 
steady, and buyers were paying re- 
finers’ asking prices without much 
hesitation. Little, if any, 65 octane 
gasoline went into storage as is usual 
for this season of the year. 

The demand for U. S. Motor gaso- 
line for reforming and blending pur- 
poses was sufficient to take up the 
slack in jobber buying. Colder weather 
has cut into the buying of third-grade 
gasoline by consumers. 


Bradford-Warren district refiners 
were getting a good play in kerosine. 
The recent advance in kerosine prices 
on the eastern seaboard and in New 
York state widened the marketing 
area of Bradford and Warren refiners. 
In the other districts kerosine was 
available, although reports indicated 
that virtually all sellers were holding 
for a minimum of 4.75 cents for the 
45 water white. 

A better demand for furnace oil 
tended to reduce the amount of fin- 
ished kerosine and fuel oil offered. 

Domestic demand for both bright 
stock and neutral was quiet. Consider- 
ing the time of year, bright stock real- 
ly was doing better than neutrals. The 
good volume of bright stock moving 
to foreign ports was keeping inventor- 


| jes of this oil from increasing season- 
| ally, according to trade reports. 


Almost without exception, refiners 
were optimistic about the outlook for 
bright stock when spring domestic de- 
mand gets under way. 

Wax was steady with few spot offer 
ings hanging over the market, While 
some traders believed that prices 
would work higher after the year-end, 
others thought that buyers would re- 
fuse to pay more than prices prevail 
ing currently. 
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REFINERY TANK CAR MARKETS— 


Fr.ces in cents per gallon, tank car lots, except where otherwise noted. Prices are those to domestic jobbers who resell to consumers. 
They do not represent inter-refinery sales, or sales for export. Federal, state or municipal taxes not included. 
Prices quoted apply on products made from legally produced crude. 











Gasoline and Naphtha 


Dec. 23 Dec. 16 Dec. 9 
Okiahoma 
48-54, 450 e.p.naphtha.... 4.625— 4.75 4.625— 4.75 4.625- 4.75 
U. 8. Motor gasoline, by octane numbers: 
62 and below (3rd grade) 4.75 — 4.875 4.75 — 4.875 4.75 — 4.875 
63-70 octane (regular). . §.625— 5.75 5.625=— 5.75 §.625- 5.75 
PERMEMEUR ccxaccaad | soieddecsias .  SeREKek Rene  “awsanwcuel 
60-62, 400 e.p. gasoline.... 4.75 — 4.875 4.75 — 4.875 4.75 — 4.875 
64-66, 375 e.p. gasoline.... 4.875-— 5.00 4.875- 5.00 4.875- 5.00 
68-70, 358-360 e.p. gasoline 5.00 — 5.125 5.00 — 5.125 5.00 — 5.125 
Western Penna. (Quotations and /or sales prices to car unloaders) 
Bradford-Warren: 
S358 GAGMIRR So coke acs §.125- 5.25 §.125— 5.25 §.125— 5.25 
Motor gasoline: 
U. S. Motor (58-62°)... §.25 — 5.375 §.25 — 5.375 5.25 — 5.375 
Minimum 60 octane.... 6.75 — 6.875 6.75 — 6.875 6.75 — 6.875 
Minimum 65 octane.... 7.00 — 7.125 7.00 — 7.125 7.00 — 7.125 
DPT(ROEM. C6 -“poatisccc. : , gdadeesesiael. ~ a&decenwelas 
64-66, 390 e.p. gasoline.... §.375-— 5.50 5.375- 5.50 5.375— 5.5 
68-70, 350-360 e.p. gasoline 5.625-— 5.75 §.625— 5.75 5.625— 5.75 
Other districts: 
§2-54 naphtha........... §.125— 5.25 §.125— §.25 §.125— 5.25 
§4-56 naphtha........... §.25 = 5.375 §.25 — 5.375 5.25 -— 5.375 
Motor gasoline: 
U. S. Motor (58-62°).... §.25 - 5.375 5.25 — 5.375 5.25 — 5.375 
Minimum 60 octane.... 6.75 — 6.875 6.75 — 6.875 6.75 — 6.875 
Minimum 65 octane.... 7.00 — 7.125 7.00 — 7.125 7.00 — 7.125 
DI PROM el. oo pte) 6 eee eae 
64-66, 390 e.p. gasoline.... §.375-— 5.50 5.375- 5.50 5§.375- 5.50 
68-70, 350-360 e.p. gasoline 5§.625-— 5.75 5.625— 5.75 §.625— 5.75 
California (3c tax to be added to prices if used in state) 
$4-58 U. S. Motor, 437 e.p. 
for in-state shipment.... 5.00 — 6.50 5.00 - 6.50 5.00 — 6.50 
§4-58 U. S. Motor, 437 e.p. 
for outside state shipment 5.00 - 6.50 5.00 = 6.50 5.00 ~ 6.50 
$8-61,375-400e.p. gasoline, 
65 octane and above.... 7.00 — 8.00 7.00 = 8.00 7.00 — 8.00 
tNorth Texas (F.o.b. Wichita Falls district for shipment to Texas and 
New Mexico destinations; Group 3 prices quoted on northern shipments). 
U. S. Motor gasoline, by octane numbers: 
62 and below (3rd grade) 4.75 4.75 4.75 
63-70 octane (regular).. 5.625 5.625 5.625 
eee reer Pree ee aoe ee er 
60-62, 400 e.p. gasoline.... 4.75 4.75 4.75 
64-66, 375 e.p. gasoline.... 4.875 4.875 4.875 
68-70, 350-300 e.p. gasoline 5.00 5.00 5.00 
Kansas (fF. o. b. refinery, Kansas destination) 
U. S. Motor gasoline, by octane numbers: 
62 and below (3rd grade) 5.00 — 5.125 5.00 — 5.125 5.00 — 5.125 
63-70 octane (regular).. 5.875— 6.00 5.875-— 6.00 5.875- 6.00 
BMEEEUC cceciedsd  ditccuccswy. . sagastdscen.. “sedeawweas 
60-62, 400 e.p. gasoline.... §.00 — 5.125 5.00 — 5.125 5.00 — 5.125 


tWest Texas and New Mexico (F. 0. b. W. Texas and N. 
tor unrestricted shipment) 


U. S. Motor gasoline, by octane numbers: 


62 and below (3rd grade) 4.75 4.75 4.75 

63-70 octane (regular)... 5.625- 5.75 §.625- 5.75 §.625- 5.75 

PE EUR hicdeden | Géincékens, adeetadues ‘ 
tEast Texas (F.o. b. East Texas refinery for unrestricted shipment) 


U. S. Motor gasoline, by octane numbers: 


62 and below (3rd grade) 4.625 4.625 4.625 

63-70 octane (regular).. Ree eee 

yk fo ee eat - iain sain . 5 
60-62, 400 e.p. gasoline....  4.625— 4.75 4.625- 4.75 4.625- 4.75 


North Louisiane 


U. S. Motor gasoline: 
62 octane and below.... 5 
63-70 octane number.... 6. 
71 octane and above.... 


(For Louisiana and Arkansas destination) 


5 5.50 
5 6.25 6.35 


Arkansas (For Arkansas and Louisiana destination) 
U. S. Motor gasoline: 
62 octane and below.... 
63-70 octane number.... f 
71 octane and above.... 


é 


tRefiners generally receive from 0.25c to 0.5c¢ per gallon 


J f : . more for gasoline 
and kerosine for local or differential territory shipment, 
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Dec. 23 Dec. 16 Dec. 9 

Ohio (Quotations of S. O. Ohio. Delivered any point in Ohio). 
U. S. Motor gasoline...... 8.375 8.375 8.375 
Above 65 octane number... 8.625 8.625 8.625 


Natural Gasoline 


(Prices shown f.o.b. Group 3 and Breckenridge represent majority of sales 
made on dates shown to blenders on the freight basis shown below, although 
shipments may ~~ in other manufacturing districts, such as East 
Texas, Panhandle, Southwest Texas or Kansas). 

F.e.b. Group 3 

Grade 26-70 


be wamedaacinde 4.00 4.25 4.25 
F.o.b. Breckenridge 
CMOGE FOIE) cb ac dc cceccex 3.75 — 3.875 4.00 4.00 
California (F. o. b. plants in Los Angeles basin) 
75-85, 375-390 e.p. for 
er eee 5.00 — 5.50 5.00 - 5.50 5.00 - 5.50 
Kerosine 
Western Penna. (Quotations and /or sales prices to car unloaders) 
Bradford-Warren: 
45 w.w. kerosine.,......... 4.75 — 4.875 4.75 — 4.875 4.75 — 4.875 
46 w.w. kerosine.......... 4.875— 5.06 4.875— 5.06 4.875— 5.00 
47 w.w. kerosine.......... §.00 — 5.125 5.00 — 5.125 5.00 — 5.12 
Other districts: 
45 w.w. kerosine.......... 4.75 -— 4.875 4.75 -— 4.875 4.75 - 4.875 
46 w.w. kerosine........-. 4.875— 5.00 4.875- 5.00 4.875- 5.00 
47 w.w. kerosine.......... 5.00 — 5.125 5.00 — 5.125 5.00 — 5.125 
Ohio (Quotations of S. 0. Ohio. Delivered any point in Ohio). 
PRN nG ced cnedeniascs 6.00 6.00 6.00 
Oklahoma 
41-43 w.w. kerosine....... 3.375-— 3.50 3.25 — 3.50 3.25 — 3.375 
42-44 w.w. kerosine....... 3.50 — 3.625 3.375— 3.625 3.375- 3.50 
Kansas (F.o. b. refinery Kansas destination) 
41-43 w.w. kerosine....... 3.625-— 3.75 3.625— 3.875 3.625— 3.875 
42-44 w.w. kerosine....... 3.875- 4.00 3.875- 4.00 3.875-— 4.00 
tNorth Texas (F.o.b. Wich'ta Falls district for shipment to Texas and 
New Mexico destinations; Group 3 >rices quoted on northern shipments). 
41-43 w.w. kerosine....... 3.50 -— 3.75 3.50 — 3.75 3.50 = 3.625 
East Texas (F.o.b. East Texas refinery for unrestricted shipment) 
41-43 w.w. kerosine....... 3.25 3.125-— 3.25 3.325 
North Louisiana (For Louisiana and Arkansas destination) 
41-43 w.w. kerosine....... 3.75 3.25 3.75 
Arkansas (For Arkansas and Louisiana destination) 
41-43 w.w. kerosine....... 4.25 4.25 4.25 
California (F.o.b. California refineries) 
38-40 w.w. kerosine....... 3.50 - 5.00 3.50 - 5.00 4.00 ~ 5.00 
“ . 
Gas and Fuel Oils 
Western Penna. (Quotations and/or sales prices to car unloaders) 
Bradford- Warren: 
36-40 fuel oil............. 4.2 £37 4.25 4.375 4.25 - 4.375 
Other districts: 
SOD CGEE GOEs sce cccacces 4.12 $.2 +. 1 4.25 4.12 4.35 
tNot including Pittsburgh 
Oklahoma (fF 6b. Oklahoma refineries 
Cua vile 
No. | white..... 50 2 >. 31 9.25 3.25 
a See ae 125 7 125— 3.25 3.00 — 3.25 
No 2 etraw........ 12 2 12 25 3.00 — 3.25 
ING 2 GABE ok snccice OO 2 00 125 3.00 - 3.125 
OU: Gi b G6O Gy cv ccccas 2.00 2 2.29 2.125- 2.25 
Fuel oils: (Prices per barre of 42 U.S. gallons) 
pS eee $1.20 -$1.2 $1.20 -$1.2 $1.15 -$1.20 
er er $1.00 $1.00 $1.00 
Mas ded atendsaeies % 25-$0 $0.725-$0.75 $0 .725-$0.75 
WE vecavacene scones $0.70 —-$0.725 $0.70 -$0.725 $0.70 -$0.725 
POs se eandcaeuas $0.60 -$0. 65 $0.60 -$0.65 $0.60 —$0.65 
(Continued on page 50) 
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Pontes in the various petroleum markets quoted regularly 
in National Petroleum News are compiled by the staff of Platt’s Oilgram, an affiliated daily oil market reporting service. Barrels 
are of 42 U.S gallons Prices appearing in each issue of National Petroleum News are the same as those carried in the Monday 
edition of the Oilgram For information regarding the Oilgram daily news and market service write Platt’s Oilgram, Cleveland 
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Dec. 23 Dec. 16 Dec. 9 
Kansas (F.o.b. refinery, Kansas destination) 
a 3.375 5.29 .= 5.900 D. 25 = 3.375 
18-22 fuel oil (per bbl.).... $0.725-$0.75 $0. 725-$0.75 $0. 725-$0.75 
10-14 fuel oil (per bbl.).... $0.625—$0.65 $0.625-$0.65 $0 .625-$0.65 


North Texas (F.o.b. Wichita Falls district for shipment to Texas and 
New Mexico; Group 3 prices quoted on northern shipments). 


SN eer 3.125- 3.25 3.125- 3.25 3.125- 3.25 
a — PMG ince aes i.20 = 3.375 3.25 -— 3.375 3.25 =(3.375 
OO eT ee 5.425 3.125 3.00 

UGA. ae eee 2.25 ie 2.25 
24-26 eel allows bbl.).... $0.70 -$0.725 $0.70 -$0.725 $0.70 -$0.725 
18-22 fuel oil (per bbl.).... $0.65 —$0.675 $0.65 -$0.675 $0.65 -$0.675 
West Texas (F.o.b. West Texas refineries for unrestricted shipment). 
See eee "3.00 — 3,125 2,75 = 2.875 “SZ.75' = 2.875 
is. 22 fuel oil (per bbi.).... $0.65 $0.65 $0.65 
East Texas (F.o.b. East Texas refineries for unrestricted shipment). 
Se m3 25 *3.125- 3.25 03.125 
ere *3.00 -— 3.12 *2.75 -— 3.00 a Pie 
LP Oh ESS 2.00 — 2.125 2.00 -— 2.125 2.00 — 2.125 
JS 3 See $0.60 $0. 575-$0.60 $0.575-$0.60 
ce S| er $0.55 -$0.575 $0.55 -$0.575 $0.55 -$0.575 
North Louisiana (For Louisiana and Arkansas destination). 
A eee 3.00 — 3.125 3.00 - 3.125 3.00 -— 3.125 
U.G.I. gas EES eee 2.875- 3.00 2.875-— 3.00 2.875- 3.00 
20-24 fuel oil... 2... ole. $1.00 -$1.025 $1.00 -$1.025 $1.00 -$1.025 
TS Se CS eee $0.875-$0.925 $0.875-$0.925 $0.90 -$0.925 
SD-30 Tael Ofl......ccccccees $0.70 —$0.75 $0.70 -$0.75 $0.75 -$0.80 
Arkansas (For Arkansas and Louisiana destination) 
US Re eee ares 3.50 3.50 3.50 
28-30 fuel oil, zero — Bide 3:25 3.25 
20-24 nee = (per ma...» $0. 825-$0. 875 $0.825-$0.875 $0.825-$0.875 
LSA UES Foo ee $0. 725-$0.77 $0.725-$0.775 $0.725-$0.775 
StS Cn $0 60 -—$0.65 $0.60 -$0.65 $0.60 -$0.65 
California 
San Joaquin Valley, per bbi. 
Grade C fuel oil.......... $0.60 —$0.75 $0.60 -$0.75 $0.60 -$0.75 
Dissel fuel off .......0.s 000 $1.05 -$1.47 $1.05 -$1.47 $1.05 -$1.47 
Stove distillate........... $1.25 -$1.85 $1.25 -$1.85 $1.25 -$1.89 | 
Los Angeles, per bbl.: 
Grade C fuel oil.......... $0.65 -—$0.95 $0.65 -$0.95 $0.65 -$0.95 
SS ere $1.05 -$1.47 $1.05 -$1.47 $1.05 -$1.47 
Stove distillate........... $1.25 -$1.89 $1.25 -$1.89 $1.25 -$1.89 
San Francisco, per bbl.: 
Grade C fuel oil.......... $1.00 $1.00 $1.00 
oo) RR eee $1.6% $1.68 $1.68 
Stove distillate........... $2.10 $2.10 $2.10 


Neutral Oils 


Western Penna. (Quotations and/or sales prices to car unloaders) 
Viscous Neutrals (Viscosity at 70° F.) 
200 Vis. (180 at 100°) No. 3 color, 420-425 flash: 


DO DOME ROM. 6s ssc ean 25.00 —25.50 25.00 —25.50 25.00 -25.50 

10. pour teat... ss cscx 24.00 —24.50 24.00 -—24.50 24.00 -—24.50 

Oe ee 23.50 —24. 0( 23.50 -24.00 23.50 -24.00 

ee ee 22.50 —23.0( 22.50 -23.00 22.50 -23.00 
$80 Vis. (165 at 100) No. 3 color, 410-415 flash: 

| aa ee 21.00: =21 .5t 21.00 -21.50 21.00 -21.50 
p50 Vis. (143-100) No. 3 color, 400-405 flash: 

eS eee 20.50 —21.00 20.50 -21.00 20.50 -21.00 

ee oa 19.50 —20. 06 19.50 -—20.00 19.50 -20.00 

eee 19.00 —19. 5¢ 19.00 -19.50 19.00 -19.50 

SP POUT BON... sdcccase 18.00 -18. 5( 18.00 -18.50 18.00 -18.50 


South Texas (F.o.b. South Texas refineries, for domestic shipment) 
¥is. Color 


Pale Oils: (Fiscossty at 100° F.; pour test 0) 

100 No. 144-2%....... 5.00 5.00 5.00 

a S 5 eee ee 7. O 7.00 7.00 

eS 3 re 7.50 7.50 7.50 

500 No. 24-3 \%....... 8.50 8.50 8.50 
tk, SS Serene 9.00 ».00 9.00 
(2 ee 9.50 9.50 9.50 
B0u0 No. 3-4..... ccc 9.75 -10. 00 75 -10.00 9.75 -10.00 

Red Oils 

DSS eee 7.00 7.00 7.00 

SUD Mo. 5-6..... 0.00 7.50 7.50 7.50 
ESS eee 8.50 8.50 8.50 
tS ea 9.00 9.00 9.00 
Soe 880. 5-B.... ck cscces 9.50 9.50 9.50 
Wee NG: BG. . ones cece 9.75 -10.00 9.75 -10.00 9.75 -10.00 


Note: South Texas red oil prices shown above cover oils with green cast; 
blee cast red oils are slightly lower in some cases. 





*Nomiaa! 






Mid-Continent (Viscosity at 100° F.; F. 0. b. Tulsa basis, 


represent quotations and sales). 


0 to 10 Pour Point: 
Pale Oils: 


Ye. Gite Dec. 23 Dec. 16 
60-85—No. 2.......... S325 5.25 
86-110—No. 2......... BY be Ce 
os eed eer 10.00 10.00 
RONG: Bod. scecca oa se B25 P) 25 

© lg SO Tee 1.75 6 eg 

oo el 0 ee 13.75 be ey 

Coe Cc: a 14.75 14.75 
POE AINOS Ds 656 oan caenee 15.25 45.25 

Red Oils 

Cl 10.25 10.25 
eee! |e 10.75 10.75 
i aad fo th er re a 2.75 12.75 
BOING. Oi 5c vino ccelnws 13.75 13.75 
FOO SHINO Sec 5:he sacle Kins 14.00 14.00 


Note: Non-Viscous pale oils (60 to 110 Vis.) with a 15 to 25 pour 
quoted 0.5c under 0 to 10 pour test oils; pale and red viscous oils (150 to 300 
Vis.) with 15 to 25 pour point are quoted lc under 0 to 10 pour test oils. 


oils (150 to 300 Vis.) with a No. 4 color are quoted 0.5¢ above No. 5 
*This replaces 240 Vis. No. 3 color. 


Chicago (F.o.b. Chicago refineries) (Vis. at 100° F.) 
Pale Oils, — to 30 pour point: 


Vis. 

60-85—No. 2.......... 6.50 6.50 
86-110—No. 2. or 7.00 7.00 
io ees | Ca SA re 10.00 10.00 
(toe, a rr oe 11.25 bh25 
gaa), a ie ee 11.75 11.75 
POO INOS fst ceem eae eeie 13.75 13.75 
Red Oils, *15 to 30 Pour Point 

odes, | ee 10.25 10.25 
PEPER sols dsesk ada asw 10.75 10.75 
vs only a eee 12.75 12.75 
INOS Sore con wieinceaews i325 13.25 
POTION. Bains ihe keene ees 13.50 13.50 


Prices 


oint are 


Viscous 


color oils 


*60-110 vis. oils, with 0-10 pour point, bring 0.5c higher than above prices. 


Other oils with 0-10 pour point are quoted at Ic higher. 


California (F.o.b. California refineries; Viscosity at 100° F.) 
All neutral oils, 11.5c per gal. in tank car lote; and 13.5c¢ in iron bblie., cco 


refiners only, excluding federal tax. 


Cylinder Stocks 


Mid-Continent (F.o.b. Tulsa basis. Prices represent quotations and sales 


Bright Stocks: 


190-200 Vis. at 210° D.... 20.00 20.00 
150-160 Vis. at 210° D: 
0 to 10 pour test. 7 17.00 17.00 
10 to 25 pour oS eee 16.50 16.50 
25 to 40 pour test..... 16.00 16.00 
150-160 Vis. at 210° E.... 16.00 16.00 
120 Vis. at 210° D: 
0 to 10 pour test..... 16.50 16.50 
10 to 25 pour test...... 16.00 16.00 
25 to 40 pour test...... 15.50 15.50 


600 Stm. Rfd. Dark Green 5.50 - 6.50 5.50 - 6.50 


600 Stm. Rfd. Olive Green 6.50 — 8.00 6.50 - 8.00 
631 Steam Refined....... *10.00 *10.00 
| ree meee $.25: =~ 3.375 3,25 = 3.375 


*Only one refiner quoting 


Chicago (F.o.b. Chicago district refineries) (Viscosity at 
Unfiltered Steam Refined: 


BMD cis. o Ric oMiawie ew wae 9.00 9.00 
| Re arr rer are 10.00 10.00 
PU aiackamasiiecrcneares 11.00 11.00 


Bright stocks, 160 vis. at 210 No. 8 color 
0 to 10 pour point..... 


_ 


18.75 18.75 
15 to 25 pour point..... 18.25 18.25 
30 to 40 pour poiat..... 17.75 17.75 
E @tered Cyl. Stock...... 14.00 14.00 


(Continued on page 52) 
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Here’s a get-together that will 


HEN you want to hash over 
stock oil plans, problems or 
policies—and don’t want to waste 
time on useless discussions—do this: 
Send for the Gulf S. O. 8. man! 
This is the surest way we know 
to get a sound basis of fact on which 
to act. Gulf’s Stock Oil Service man 
will bring you figures and technical 
information—backed by actual first- 
hand experience he’s had with the 
problems of hundreds of other 
stock oil men. 


If you’re a compounder or jobber 
of lubricating stocks, you -may be 
able to make good use of his brains 
and experience. And what’s more— 
Gulf’s Stock Oil Service is yours 
without any obligation whatsoever. 


December 25, 1935 


get results! 








If you're interested in mid-Conti- 
nentor Coastal oils—you'll be inter- 
ested in what Gulf has to oer. For 
Gulf has a top-of-the-ladder stock 


oil to meet any requirement. 


By dealing with this big, inde- 
pendent oil company, you'll be in- 


* (GULF) * 


GULF REFINING CO., PITTSBURGH 


. . 


FOR BRIGHT STOCKS...NEUTRAL OILS 
PALE OILS AND HIGH VISCOSITY REDS 


Call the 
Gulf “$0.8.” man! 


sured against Cisappoi 


i ntments 


You'll get mazimum uniformity, 
specifications filled to the letter, and 
—thanks to Gulf's celivery facili- 
ties—you'll get your order without 
delay, trouble or alibis! 

Write or wire for samples and 


specications. Or mail the coupon! 





GULF REFINING COMPANY 

2509 Gulf Building, Pittsburgh, Pa. 
Please have the Gulf S. O. S. man call. 

Without obligation, I would like to talk 

to him on NPN 52-25-35 





(Fill in date 


Name 


iddress eee 





City ___. State. 
































REFINERY TANK CAR MARKETS 





































CONTINUED FROM PAGE 50 | 
® 9 Dec. 23 Dec. 16 Dec. 9 
Cylinder Stocks (cont d) oT eee 4.625 4.625 4.625 
Dec. 28 Dec. 16 Dee. 9 i ae 2:50 2:50, 
nad yu Penne. (A.S.T.M. teste; quotations and/or sales prices to DE i scieueGaasuneee cee: 2.00 — 2.125 2.00 — 2.125 2.00 — 2.125 
car unloaders) Ww 
600 stm. rfd. filterable.... 9.50 -10.00 9.50 -10.00 9.50 -10.00 ax 
650 steam refined......... 11.00 -11.50 11.00 -11.50 11.00 -11.50 Western Penna. (Per pound, f.o.b. New York) 
Sa e 12.00 -—12.50 12.00 -12.50 12.00 -12.50 122-124 wh. crude scale 
UO SS ees 17.00 -17.50 7.00 -17.50 17.00 -17.50 A.m i i‘ 2 46 = 3-65 2:30: = 2,38 940. = 2.35 
600 Warren E............ 13:00 -13.50 13.00 -13.50 13:00 -13:50 | yoaI92 Wil Stude etal, 7” si ; ', ai 
Bright stock, 145-155, vis. at 210°, 540-550 flash, No. 8 color: A.M.Pss es eeeserceeeees 2.35- 2.40 2.35-2.40 2.35 - 2.40 
Ei . Oklahoma (Per pound in barrels; in a few instances, per pound in burlap 
” pour test........... 7s a 50 ie a et ee oe bags; f.o.b. Oklahoma refineries) 
POMP SESE. . occccscce .00 -—21.50 21.00 -21.5 —Zi. 124-126 h d l 
20 pour test........... 20.00 -20.50 20.00 -20.50 20.00 -20.50 ee eee eee 
25 pour test........... 19.00 -19.50 19.00 -19.50 19.00 -19.50 ALM-Peeeeeeeeseeseeees A 2.50 _ 2.375- 2.50 2.375— 2.50 
Chicago (F.o.b. Chicago district refineries, in cents per pound, in bags 
carload lots. Melting points A.S.T.M. method; add 3° F. to convert into A.m.p. } 
Fully refined: 
Petrolatums 4.65-4.75 4.40-4.50 4.40 - 4.50 
4.90 - 5.00 4.65 — 4.75 4.65 — 4.75 
Western Penna. (Per pound, in barrels, carload lots, f.o.b. Penna. 5-05 — 5.15 4.80 — 4.90 4.80 -— 4.90 
refinery. Im tank cars, 0.5¢ per pound less. Quotations are from majority of Sie) eae *5.20- 5.30 %5.20 = 5.30 
petrolatum makers). *5.70 = 5.80 *5.45 - 5.55 *5.45 - 5.55 
Snow White............. 6.625 6.625 6.625 ao Ce | Se 
ere §.625 5.625 5.625 *Same prices quoted in bags or slabs loose. 











“MID-WESTERN TANK CAR MARKETS 









originate in other South-western or Mid-western refining districts. Prices do not include state or federal taxes. 


Following prices are in cents per gallon, except fuel oil in barrels of 42 U. S. gallons, in tank car lots, representing majority of sales 
of products made by Chicago sellers, from legally produced crude to jobbers on Group 3 freight basis, although shipments may 

























Gasoline Dec. 23, . Dec. 16 ? 
No. : — Rktagucig ca wecers Go ~ ee es | oo 
: No. rer ye eee 3.00 — 3.125 : 
ee eee sine sissies weal oy Gemeente 2:875- 3.00 _2.875- 3.00 
TO kc an 4H de LE es $0.85 -$0.90 $0.85 -$0.90 
eS eae .625— 4.75 25 75 .625- 4.75 525-0 .65 x 5 
DN ps tae oe Om a a a ee ee Eo $0.625-$0.65  $0.625-$0.65 
gee and above.... : et, | Een eae:  eaeemereauns 
60-62, a ee 4.75 — 4.875 4.75 — 4.875 4.75 — 4.875 Industrial: 
Sa eee 4.875-— 5.00 4.875- 5.00 4.875- 5.00 e e 
, - e496 : ~ £4ane : Ss: No. 4, (per bbl.).......... $0.75 -$0.80 $0.75 -$0.80 
68-70, 350-360 e.p......... 5.00 - 5.12 5.00 25 5.00 - 5.125 | ao 5 (ber bbl) cranes $0. 575-$0..60 30. 575-80 .60 
* No. 6, (per Lis ceswenes 0.45 -$0.5 .45 -$0. 
Kerosine U.G.I. gas oil............ 2.25 = 2.375 2.25 - 2.375 
DME LG nu abas aca cada . 375=.%.50 3.25 — 3.375 3.25 = 3.305 
2 SE Sa aren 3.50 -— 3.625 3.375- 3.50 3.375- 3.50 Naphtha and Solvent 
Fuel and Gas Oils Stoddard solvent......... 6.375 6.375 
Dowsitic: V. M. & P. naphtha...... 6.875 6.875 
a oe rane alee: e Cleaners’ naphtha 6.875 6.875 
No. | prime white........ 3.37) 9.2) — 9.3915 3.25 Mineral spirits....... — 5.875 5.875 
oN ee eee 3.25 — 3.3 3.125— 3.25 $.125— 3.25 Rubber solvent........... 6.875 6.875 
®Formerly Chicago Tank Car Markets. Lacquer diluent.......... 7.875 7.875 





Dec. 9 
3.00 — 3.125 
3.00 


2.875 
$0.85 -$0.90 
$0.625-$0.65 


$0.75 -$0.80 
$0. 575-$0.60 
$0.45 -$0.50 
2.25 = 2.375 











DAILY GASOLINE PRICES 








Daily range of gasoline prices (cents per gallon) in tank cars, as reported in PLATT’S OILGRAM, (Week Ended Dec. 20, 1935) 





















































U. S. Moter, 62 octane & below (3rd grade); Dec. 16 Dec. 17 Dec. 18 Dec. 19 
MR a5 cance s kbs ass TON NR Re beek Suess Cees 4.625 4.625 4.625 4.625 
*North Texas.... 4.75 4.75 4.75 4.75 
ee ee 4.75 4.75 4.75 4.75 
DIN eR Oe ee eed Oe TOS. oon cine ceta calcined 4.625- 4.75 4.625— 4.75 4.75 — 4.875 4.75 - 4.875 
Mid-Western (Group 3 basis).............c0ceeeeeus 4.625- 4.75 4.625- 4.75 4.625- 4.75 4.625- 4.75 
U. S. Motor, 63-70 octane (regular): 
SN aro icg Bini cin eis bp sino Oe PA See ee ees er sian cece sees 
MR ound aan ou hs a asses hc aeaaasee cans 5.625 5.625 5.625 5.625 
IN Cs cre hc Ek 5.625- 5.75 5.625— 5.75 §.625— 5.75 5§.625— 5.75 
ie aroun een! ocschecan en vse os'eaiaaces 5.625- 5.75 5.625- 5.75 5.625— 5.75 5.625- 5.75 
Mid-Western (Group 3 basis). ........c.cccccccccescs 5.50 — 5.75 5.50 — 5.75 §.50 - 5.75 5.50 - 5.75 
Motor Gasoline, 60-64 octane 
che oe ee ero - 6.50 6.50 6.50 6.50 
EN SE Ean a ae ee 6.25 - 6.50 6.50 6.25 — 6.50 6.25 — 6.56 
er eer ae eee 6.25 er 6.25 6.25 
Motor Gasoline, 65 octane & above 
EN ORME URNUIOE Sis 016 ain asa.cin a vis 0-6 9:tS e000 Zonda kale 6.75 6.75 6.75 6:75 
PMMCNDMIE GMORNICE, «<<. scs0ccccic a cce'n sees aah 6.50 - 6.75 6.50 — 6.75 6.50 - 6.75 6.50 - 6.75 
PORPESMOTE GWUTICE. ..occccccccvovccecscces e 6.50 6.50 6.50 6.50 
U. S. Motor Gasoline 
Bradford-Warren (Western Penna.)..... er toate 5.25 - 5.375 S20 =! 5.979 520) > Desh S25 ~ 3.325 
Other districts (Western Penna.)......... 5.25 5.375 §.25 -— 5.375 Py §.375 §.25 5.985 
Motor Gasoline, Minimum 60 octane 
Bradford-Warren (Western Penna.)...... ieaaalancé 6.75 6.875 75 6.875 6.75 — 6.875 6.75 — 6.875 
Other districts (Western Penna.).............. re 6.75 = 6.875 6.75 = 6.875 6.75 — 6.875 6.75 = 6.875 
Motor Gasoline, Minimum 65 octane 
Bradford-Warren (Western Penna.)........... : 7.00 — 7.125 7.00 ~ 7.1425 7.00 — 7.125 7.00 -— 7.125 
Other districts (Western Penna.).............. ee 7.00 .125 7.00 - 7.125 7.00 -— 7.125 7.00 — 7.125 













*For shipment to Texas and New Mexico destinations; Group 3 prices are quoted on northern shipments. 


NATIONAL PETROLBUM 
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TANK WAGON, SERVICE STATION MARKETS 








Tax column includes Ic federal tax, state gasoline tax, also city and county taxes as indicated in footnotes, and inspection fees, 
as shown in general footnote. These prices in effect Dec. 23, 1935, as posted by principal marketing companies at their head- 
quarters offices, but subject to later corrections. 








S. O. New Jersey 





Esselene 
Consumer Kero- 
Tank Dealer Tax- Posted sine 
Car T.W. es SS. T.W. 
Atlantic City, N.J.... 7.3 9.8 4 17.3 9 
Ween, Pe Ricscccccs t.e 28 4 Beas 4.5 
Annapolis, Md....... 7.6 10.1 5 18.6 10 
Baltimore, Md....... 7 9.5 5 18 7.5 
Cumberland, Md..... $.6 1.5 § 39.6 32.7 
Washington, D. C..... 7 9.5 3 16 9 
Danelle, V8. «cesses 8.4 10.9 6 20.4 12.9 
PION VO cc cawedes 65 9:6 © "6:9 8.2 
Petersburg, Va....... 7.6 GW. 6 9.6 44.7 
Richmond, Va........ 7.6 oe G@ Tes tie 
Roanoke, Va......... $8.6 11.3 6 2.6 12.9 
Charleston, W. Va.... 7.8 10.3 5 18 8 12.6 
Parkersburg, W. Va... 7.1 9.6 5 50.5 88.4 
Wheeling, W. Va..... S:% Ts 5 19 12.2 
Charlotte, N. C....... S.7 BES 2 4 2e.7 ES 
eS OL eee 9 HES 2 Ge 83.3 
we Bure. N.C... 288 9 BES @ «63s . Bea 
eS) a are 8.4 1S 7 7.4 2.7 
Salisbury, N. C....... $8.8 0.5 7 2.833 
Charleston, S. C...... 7 oS ¢ ‘oe. SE3 
Columbia, S. C........ BS 10.9 7 W2 12.6 
Spartanburg, S.C..... S.f. 38.2.7 . ont €e.9 
Price basis to undivided dealers: Dealer t.w. price 
less 0.5c per gal. ; 
Price basis to commercial consumers: Beginning 


Feb. 11, 1935, all new commercial consumers will be 
signed on following differentials over cank car 
price, on yearly purchases: up to 35,999 gals., 2.5c 
aver t.c.; 36,000 to 119,999 gals., 2c; 120,000 to 
239,999 gals., 1.5c; 240,000 to 479,999 gals., 1c; 
and over 480,000 gals., 0.5c. 

Above prices apply only when deliveries are made 
in bots of 5@ or 100 gals. at one time, depending on 
code region in which deliveries are effected. 

If deliveries are made in less than these minimum 
quantities, s.s. price at time and place of delivery 
applies. 

on-contract customers will be billed at 2.5c over 
tank car price at time and _— of delivery. 

Rerosine Discount: lc off t.w. price for 25 gals. 
or more, under contract thru territory (Baltimore 
City contract not necessary) except no discount 
ia state of New Jersey. 


Socony-VacuumOilCo., Inc. 


(S. O. New York Division) 
Soceny Mobilgas 





Tetal 
“Split” “Split” Kero- 
Dealer Tax- Dealer sine 
T.W. @s TW. SS. T.W. 
Metropolitan N. Y. City: 
Boroughs of Man- 
hattan and Bronx.10.55 *5 15.55 *19.8 7.25 
Borough of Rich- 
mond (Staten Is.)10.05 *5 15.05 *18.8 7.25 
Borough of 
Brooklyn (Kings and Queens) ~* ; 
bie calemeene sae Oc 8.8 *5 13.8 *16.3 7.25 
| ae, a Are fe § 14.5 18 7.75 
Binghamton, N. Y....10.5 5 15.5 19 8.75 
SR > ere 7 § 2 14 8 
Jamestown, N. Y.....10 5 15 13:5 8 . 
Plattsburg, N. Y...... 10.5 S 6.5 8.75 
Rochester, N. Y...... 9 5 14 17.5 3 
Syracuse, N. Y....... 10 S i 18.5 8.75 
Danbury, Conn....... 10.5 4 14 18 7.75 
Hartford, Conn....... 10 4 14 i ae 
New Haven, Conn....10 4 14 Mas fcae 
Baeeor, Me... sc ss cess 10.5 § Se 8.75 
Portiand, M6... ..6c06. 10 5 15 18.5 7.75 
Boston, Mass........ o.5.4 3.5. eo 
Concord, We Theis vc 1.5 <5 iy.9 3S G3 
Lancaster, N. H...... 12 5 17 20.5 9.5 
Manchester, N. H.....10 5 15 m.3 8. 
Providence, R. I...... 9.5 3 2.5 36 7.25 
Burlington, Vt.......11.5 5 16.5 20 S75 
Rutland, Vt. os.cic 0s 10.25 5 15.25 317.5 3.25 
*Plus 2% city sales tax computed at time of each 


sale. 

Discounts te aealers: thru territory, except New 
York City, off normal s.s. price, 4c to undivided 
dealers, and 3.5c to “split” dealers. In metropolitan 
New York City, to undivided dealers, 4.75c; in 
Brooklyn, 4.5c; in Staten Island, 4.25c. Split 
dealers receive 0.5c less margin than undivided 
dealers. 

Te commercial consumers: Effective Feb. 4, 1935, 








covering yearly purchases, billed at posted tank | 
car price, plus these differentials: 2.5c for delivery 
of 1,200 to 36,000 gals.; plus 2c, for 36,000 to 120,000 
als.; plus 1.5¢ for 120,000 to 240,000 gals.; plus 
c for 240,000 to 480,000 gals.; plus 0.5¢ for 480,000 
gals. and over. Those buying less than 1,200 gals. 
yearly, get retail 8.8. price. 


Atlantic Refining 


Atlantic White Flash Plus Gasoline . 





Kero- 
Total sine 
T.W. Taxes T.W. S.S. T.W. 
Philadelphia, Pa...... HS S$ 414.5 45S 39 
Pittsburgh, Pa.......12 5 17 19 10 
Allentown, Pa........ eaas. <a 16.5 18.5 9 
WR We 6 oia-an's cacauike ll > 46 18 8 
Scranton, Pa. ....3... 3 3 16.5 18.5 10 
pe eS) RE ere 12 5 17 19 9 
oe ee Eee } ae 16.5 18.5 10 
Wilmington, Del...... 11 5 16 16 9 
Boston, Mass........ 9.5 4 5 32 6.75 
Springfield, Mass..... 9.5 4 13.5 17 7.25 
Worcester, Mass...... 9.3 4 33.5 5 ae 
Fall River, Mass...... 5 <4 3.5 7 Z 
Providence, R. I...... os 3 12.5 16 7 
Hartford, Conn....... 9.5 4 3.3 87 6.75 
New Haven, Conn.... 9.5 4 13.5 7 7 
Atlantic City, N. J.... 9.8 4 3.8 ke.2a 9 
Cameee Te. Fasnccces 9S 4 13.8 17.3 8 
‘Breatoe. Ne Baecccccee BO & 1.8 27.3 8 
Annapolis, Md....... 10.1 5 15.1 18.6 9.5 
Baltimore, Md....... 9.5 §$ 14.5 18 7.5 
Hagerstown, Md...... 8.3 5§ 13.3 14.8 10 
Richmond, Va........ S35 G6 5.8 39.3 bit 
Wilmington, N.C..... 9.6 7 16.6 20.1 11.4 
Brunswick, Ga....... 11.5 7 18.5 20.5 *14 
Jacksonville, Fla...... 11 8 19 21 10 


Dealer discounts: on Atlantic White Flash Plus 
gasoline, thru territory, divided dealers, price equal 
to 3.5c off posted 8.8. price; undivided dealers, price 
equal to 4c off posted s.s. price; authorized dealers 
contracts previous to Aug. 19, 1933, price equal to 
3c less than posted s.s. price, plus Ic rental. 

Price basis to commercial consumer: Effective Oct. 
1, 1935, om yearly gasoline purchases based on 
posted tank car prices plus following amounts: 
1,200 to 36,000 gals., 2.5c over t.c.; 36,000 to 120,000 
gals., 2c; 120,000 to 240,000 gals., 1.5c; 240,000 to 
480,000 gals., lc; 480,000 gals. and over 0.5c. 


S. O. Ohio 


Sohie X-70 Gasoline 


Ohio statewide........ 12 5S 19 912.5 
Jackson County...... 11 > 17 see 
Renown (Third Grade Gasoline) 

Ohio statewide........ BE.S § 46.5 7.5 
Counties off statewide gasoline schedule: 
Jackson County...... 11 5 6 ; 


lin, Greene, Hamilton, 
Preble and Summit. 12 


Statewide Prices to Resellers &9 Agents 


(These prices are on sliding scale based on actual 
spread between S. O. Ohio statewide tank car price 


Miami, Montgomery, 
5 19 ee 


and posted local s.s. price). 
**Author- 
tUndivided Divided ized 
Including taxes Accounts Accounts Agente 
Sohio X-70...... 15.5 16 16 
Renown 
(3rd grade)... 15 15.5 15.5 


Note: On single deliveries of motor gasolines under 
25 gallons, to t.w. consumers, 8.8. price applies. 

Sales tax: Ohio’s 3% sales tax, effective Jan. 27, 
1935, is added “where assessable, to regular posted 
prices”, S. O. Ohio says. 

*Kerosine prices include lc state tax. Kerosine 
t.w. price in Hardin and Wyandot counties is 11.5c. 

tExcluding authorized agents. 

**Excluding 0.5c rental. 

Discounts to contract tank waron consumers only: 
on all motor gasolines, effective Dec. 1, 1934, off 
posted t.w. price, on deliveries per month: 1,000 to 
9,999 gals., 1.5¢ per gal. 10,000 gals. and over, 2.5c. 
Under 1,000 gals., full t.w. price. Single deliveries 
of less than 25 gals., full s.s. price. Additional yearly 
discounts (less amount paid or credited to buyer on 
monthly purchases), off t.w. price: 12,000 to 119,999 
gals., 1.5c; 120,000 gals. or over, 2.5c. 

Discounts on kerosine: to dealers and commercial 


Butler, Champaign, Clark, Darke, Fayette, Frank- | 





consumers, 3c per gal. off t.w. price, any quantity. 


S. O. Kentucky 


Crown Gasoline Kero- 
Total sine 
T.W. Taxes T.W. S.S. T.W. 
Lexington, Ky........ 3.5 6 19.5 2.5 “a 
Louisville, Ky........ 12.5 6 18.5 20.5 10 
Pamecah, Ev. .<.cccce 12.5 6 18.5 20.5 10 
Covington, Ky........ 12 6 18 20 10.5 
| Jackson, Miss........ .5 ¢ 395 2.5 Sh 
Vicksburg, Miss......12 7 19 20.5 *12 
Birmingham, Ala..... 13.5 *8 21.5 2305 bo 
Mobile, Ala.......... 2.5% 20.§ 22.5 10 
Montgomery, Ala..... 13 *9 22 24 *15.5 
ee 3.5 7 20.5 22.5 *13 
Atients; Gans .<iccccs 14 7 21 aa. 93 
Auguata, Ga. ....60...83-5 7 20.5 22.5 *12 
Savannah, Ga........ B.S 7 18.5 20.5 *13 
Jacksonville, Fla...... 11 8 19 21 10 
Witamt, FI. 6c ccckiaes ll 8 19 21 13.5 
$c.) sj” eee Il 8 19 21 10 
Pensacola, Fla........10.254*9 19.75 21 11.5 
Kyso (Third Grade) 
Lexington, Ky........ 12.5 6 18.5 20 
Louisville. Ky........ 3.5 6 6.5 87.8 . 
Padecel, Es. ..< ssc 10 6 16 16.5 
Covington, Ky.......10.5 6 16.5 18 
Jackson, Miss........ 5 7 18.5 2 
Vicksburg, Miss...... 8 7 15 15.5 
Birmingham, Ala..... 11.75 *8 19.75 21 
Mobile, Ala.......... 10.25 *8 18.25 19 
Montgomery, Ala..... 10.5 *9 19.5 20 
ee ere 10.5 7 17.5 18 
Augusta, Ga......... 10 7 17 17.5 
Macos, Gas... ccccccs 10 7 17 47.5 
Pensacola, Fla........ 7.5 °9 16.5 17 


Dealer Discount: off posted s.s. price, on Crown 
and Crown Ethyl gasolines to “undivided” dealers 
4c; on Kyso, 3c. To “divided” dealers: Crown and 
Ethyl, 3.5c, and Kyso, 2.5c, all effective on or 
about Jan. 1, 1934. 


Discounts to tank wagon consumers: all single 
deliveries of 25 gals. or less, get posted s.s. price: 
all single deliveries of 25 gals. or more, to be billed 
at posted t.w. price, plus following discounts, off 
posted t.w. price: Ethyl and Crown gasoline, 25 


to 2,999 gals. monthly, 1.5c; Kyso, lc; 3, to 
24,999 gals., Ethyl and Crown, 2c; Kyso, 1.5e; 
5, gals. or more, Ethyl and Crown, 3c; and 


Kyso, 2.5c. 


*Taxes: in the tax column is included these city 
and county gasoline taxes at the following points: 
Birmingham, lc city; Mobile, lc city; Montgomery, 
lc city and lc county; Pensacola, Ic city. Georgis 
and Mississippi kerosine prices include lc state tax 
Montgomery kerosine price includes lc city tax. 


S. O. Indiana 


Standard Ked Crown Gasoline 
| 10 2 





14 16 9.8 
Decatas, Uh... ccciceede.s & 55 375 “98 
Ps rere Mus 4 «€6S.5 (86 9.8 
ie | h.2 4 «69S.5 69555 ~<Ss 
CU Ticcccscccecdne & 3.5 Ts Se 
Indianapolis, Ind...... 12.4 *5 17.4 19.4 $14.5 
Evansville, Ind....... 12.2 °S 17.2 19.2 $14.$ 
South Bend, Ind...... 12.6 *5 17.6 19.6 $12 
Detroit, Mich........ 95 4 8.5 35.5 33 
Grand Rapids, Mich...11.6 4 15.6 15.6 10.5 
Saginaw, Mich Peuekee 12.8 4 16.8 18.8 9.3 
Green Bay, Wisc......12.2 5 17.2 19.2 10.5 
Milwaukee, Wisc..... 10.3 5 15.3 16.8 10.1 
La Crosse, Wisc...... B.e § 16.9 18.9 10.2 
Minneapolis, Minn....12.9 4 16.9 17.9 10.2 
Duluth, Minn........ 12.3 4 16.3 18.3 10.6 
Mankato, Minn......11.9 4 15.9 17.9 10.2 
Des Moines, lowa....11.3 4 15.3**18.3 9.6 
Sioux City, lowa..... B.S 4 35.5C°7.5 $9 
Davenport, lowa..... 11.5 4 15.5°*17.5 93.9 
Mason City, lowa....11.7 4 15.7%*17.7 10 
St. Loulé, MiGs scccsas 1% 8. Ses wy Be FS 
Kansas City, Mo.....10.9 4 14.9 16.9 9.2 
St. Joseph, Mo....... 10.9 t4 14.9 16.9 9.2 
io. Sh 2.9 4 16.9 18:9 gh. 
Minot, N. Dak....... 14.1 4 18.1 20.1 12"4 
Huron, S. Dak.......12.4 5 17.4 19.4 10.7 
Wichita, Kans........ 10.4 4 14.4 16.4 6.3 


Note: Kerosine 6.8. prices are generally 3c abow 
normal t.w. price. 





Above prices include these inspection fees 


Alabama, 1/40c on 7 ges 1/2c on kerosine; Arkansas, 1/S¢ p 


per gal. in a single barrel; 


tion d tment expenses); Louisiana, 1/32c; Minnesota, ; 
Dahees, 1 /20¢; Oklahoma, 2/25c¢ per gal. in lots of more than 50 bbls., 1/Sc in lots less than 50 bble.; 


2/Se; and Wisconsin, 1 /25c. 


Kerosine inspection fee oaly: lowa, 2/25c; Michigaa, 


a lote. ever 25 bbis. 


December 25, 1935 


on both gasoline and kerosine, per gallon, figured on basis of 50 gallons per barrel: 

er gal. in a single barrel, 1 /20c per gal. in bulk; Florida, 1 /8c; Illinois, 3 /100c; Indiana, 1 /2e¢ 

/l0c per gal. in lots of 2 to 10 bbis., 1/5c for 10 to 50 bbis., 2/25¢ for over 50 bbis.; Kansas, 1/50c, (3/S0c can be charged to meet ia- 
1/25c; Missouri, 3/100c; Nebraska, 3/100c; Nevada, gasoline, 1 /20c; North Carolina, 1 /4c; North 

South Carolina, 1/8c; South Dakota, 1/10c; Tennessee 


4/Se per gal. for firet 2 bbis.; 3/Se for next 3; 2/5c for next 5; 3/10c for next 15, and 1/Sc per gal. 
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TANK WAGON, SERVICE STATION MARKETS 





{ax column includes Ic federal tax, state gasoline tax, also city and county taxes as indicated in footnotes, and inspection fees, 
as shown in general footnote These prices in effect Dec. 23, 1935, as posted by principal marketing companies at their head- 


quarters offices, 


but subject to later corrections 








S. O. Indiana (Cont’d) 


Stanolind Gasoline (Third Grade) 
Stanolind normal prices are lc under normal Red 
Crown prices, thru territory Among subnormal 
pointe are the following: 


Kero- 
Total sine 
T.W Taxes T.W. S.S. T.W 
Decatur, III. Rp, | ae | 14.5 16 
oS Sees | eee 4.5 14.3 
Evansville. Ind....... 11.7 #5 6.2 17.7 
Indianapolis, Ina.....11.4 *5 16.4 18.1 
Des Moines, lowa.. 8.6 4 12.6**17 3 
Detroit, Mich 8 12 14 
Grand Rapids, Mich...10.6 4 14.6 15.6 
Milwaukee, Wis ee 143 15 8 
fueron, B.D... ...0.0- ia. %5 16.4 18.4 
Wichita, Kane 1s 4 1 68 13 
Minneapolis, Minn....11.9 4 e259 SSE. seat 
tSt. Louis, Kansas City and St. Josepn prices 


include Ic city tax. tIncludes 4c state tax. 

*South Dakota gasoline and kerosine prices include 
0.le for sales tax. Indiana t.w. and s.s. gasoline 
prices include 0.2c for chain store tax 

**Service station prices for gasoline at lowa 
points represent the opinion of National Petroleum 
News as to prices prevailing at the majority of 
stations. 

Discounts to dealers: Effective Dec. 1, 
territory, except Michigan effective Apr. 1, 1935, and 
except Chicago division and Iowa, maximum dis- 
counts to controlled and uncontrolled undivided 
asoline accounts, off 8.8. price at normal points: 

ethyl and Red Crown gasoline, 3.5c; Stanolind 2.5c; 
in Chicago, effective July 1, 1935, Ethyl and Red 
Crown, 4c; Stanolind, 3c. Divided gasoline ac- 
counts thru territory, get 0.5c less per gallon. In 
case of lease and agency and AAA accounts, the above 
discounts include the 0.5c per gal. rental allowance. 
In lowa, normal dealer prices are 1.5¢ below normal 
t.w. price for first and second grade gasolines, and 
0.5¢ under normal. t.w. for third grade. 

Discounts to commercial consumers: effective Jan 
Y re thru territory, except Michigan effective 

1, on purchases per month, discount off t.w. 
rice 4 gasolines, 25 to 1,000 gals., at t.w. price; 
price gals. or more, 1.5c off t.w. on Ethyl and Red 
Crown, and 0.5c on Stanolind. Purchases of less 
than 25 gals. get regular 8.8. price. 


S. O. Nebraska 


Standard Red Crown Gasoline 


1934, thru 


Omaha, Neb......... 3.9 6 i7.9 19:9 10:3 
McCook, Neb........ 12.6 6 18.6 20.6 108 
Norfolk, Neb......... 7.3 6 3.3 20.35 6.5 
North Platte, Neb....12.7 6 183.7 20.7 1.9 
Scottsbluff, Neb......13.4 6 9:4 20.4 t1.6 
Reliance Gasoline (Third ere 
Omaha, Neb......... 10.5 6 16 16.5 
McCook , Neb Le oe 17 1 17.5 
Norfolk, Neb.........11.3 6 17.3 19.3 
North Platte, Neb....11.7 6 7.7 19:7 
Scottsbluff, Neb. 12.4 6 18.4 20.4 


where service station gasoline 
resellers’ allowance off service 
station prices are (Maximum over-all, including 
rent) as follows: Reliance, 2%4c; Standard Red 
Crown, and Red Crown Ethyl, 34%c. Where service 
station gasoline prices are below normal, resellers’ 
allowances are reduced one-half of the amount below 
normal, down to the following (Minimum over-all 
including rent): Reliance, 2c, Standard Red Crown 
and Ped Crown Ethyl 3c. 


Discount to dealers: 
prices are normal, 


Discount: to consumers: for tank wagon deliveries 
covered only by Standard Commercial Consumer 
Contract, effective January 1, 1935. 


S. O. Louisiana 


Essolene 
Consumer Kero- 
Tank Dealer Tax- Posted -ine 
Car TW es Ss. T.W 


Little Rock, Ark 10 7 


va 


Eee 2 [75 
Alexandria, La Sues toe ae SS 215 7 5 
Baton Rouge, La..... 7.5 10 *7 20.5 711.5 
New Orleans, La. ° 7.5 10 ¥*X 21.5 #12 
Lake Charles, La..... 8 10 *8 22 11 
Shreveport, La....... 7 9.5 7 20 *9 
Lafayette, La........ 8 10.5 *8 22 12:5 
Bretol, TEAR. ........% 9.1 °10,35:8 21.1 48.5 
Chattano 0g: a, Tenn... 9.5 12 8 | ae | 
Knoxville, Tenn.......10 12.5 8 24 14 
Memphis, Tenn....... 8 10.5 8 22 3.5 
Nashville, Tenn....... 9 11.5 8 23 10 


‘Baton Rouge and Shreveport gasoline tax in- 
cludes 5c state tax, lc federal tax, and le parish tax. 
Alexandria, Lake Charles, Lafayette and New 
Orleans, 2c parish tax. Louisiana kerosine prices 
include lc state tax; New Orleans kerosine includes 
also Ic parish tax. 





Price basis to dealers: 
dealer price, less 0.5c 

Price basis to commercial consumers: Effective 
Feb. 11, 1935, commercial consumers not under 
contract will be billed at 2.5c per gal. above posted 
bulk plant tank car price at time and place of de- 
livery in lots of 50 gals. or more at one time. Con- 
tract customers will be billed at following differentials 


over tank car price, on yearly purchases: up to 
35,999 gals., 2.5c over tank car price; 36,000 to 
119,999 gals., 2c over; 120.000 to 239.999 gals. 


1.5¢; 240,000 to 479,999 gals., lc: 
and over, 0.5c. 

On single deliveries to all classes of commercial 
consumers, of less than 50 gals., s.s. price at time 
and place of delivery applies. 


480.000 gals 


Magnolia Petroleum 


Vobilgas 
Kero- 
Total sine 
T.W. Taxes T.W. S.S. T.W 
Muskogee, Okla. .....11 5 16 18 7 
Oklahoma City....... 11 5 16 18 8 
TOWER TOME . 5. cseaiexs 11 5 16 18 8 
Fort Smith, Ark...... 10.5 15 18.5 & 
Little Rock, Ark......10 15 47.5 “Q 9.5 
Texarkana, Ark 0.5 Ss cs.3. ae. 8 
Dallas, Tee... 10 5 15 17 7 
Ft. Worth, Tex. 10 5 15 17 7 
Houston, Tex oe i} 5 16 18 & 
San Antonio, Tex.... 11 5 16 18 8 
Bi Paso, Test..5 0c 13 5 18 20 10 
Santa Fe, N.M ‘2 Seey7) | 28.5 22.5 82 
Roswell, N. M.. 12.54¢6.5 19 21 10 
Metro Gasoline (Third Grade) 
Muskogee, Okla...... 9 5 14 16 
Oklahoma Citv....... > 5 («14 16 
fc 7) eer 8 5 13 15 
Fort Smith, Ark...... 10 5 15 17 
Lit@le Rock, Ark......10 1:5 ti.5 
Texarkana, Ark ‘ ZS 4:5 
Dallas, Tex. .. ara: 5 12 14 
Ft. Worth, Tex....... 7 5 12 14 
Houston, EES, 5 14 16 
San Antonio, Tex.... 9 5 14 16 
el PRC, WOE: cs 60000 11 5 16 18 
Santa Fe, NO. .....$8 57 . 165 2s 
Roswell, N.M.......10 5tt6.5 17 19 ‘ise 
*In Texarkana, 4c Texas tax applies; outside 


Texarkana, 6.5c Arkansas tax applies. 

tin Fort Smith, 4c Oklahoma tax applies outside 
Fort Smith, 6.5c Arkansas tax applies. 

**Includes lc city tax 

ttIncludes 0.5¢ city tax. 


Note: Price basis to dealers off 8.8. price in t.w., 
bulk or bbl. deliveries, on Mobilgas and Ethyl, 
normally: to 100% dealers, 4c; to divided dealers, 


3.5c, On Metro gasoline in Texas, Oklahoma and 
New Mexico: to 100% dealers, 3c; to divided 
dealers 2.5c. On Metro, in Arkansas and Louisiana: 
to 100% dealers, 3.25c; to divided dealers 2.75c. 
Price basts to consumers. tnru Texas, Oklahoma 
and New Mexico, except federal and state govern- 
ments and political sub-divisions thereof; and also 
drainage. navigation and reclamation districts and 
road contractor accounts in Texas and New Mexico 
(in Texas and New Mexico all foregoing accounts 
receive same graduated discounts allowed 100% 
dealers, on all grades of gasoline, which see in above 
paragraph). All grades of gasoline invoiced at con- 
sumer’s t.w. price, which normally is 2c less than 
s.s. price, less following contract quantity discounts 
at end of month, on monthly purchases: 3,001 to 
10,000 gals., Mobilgas and Fthyl, lc, Metro, 0.5c; 
10,001 gals. and over, Mobilgas and Ethyl, 2c, 
Metro, lc: 25 to 3,000 gals., no discount. Thru 
Arkansas and Louisiana, all grades gasoline invoiced 
at consumer’s t.w. price, which on Mobilgas and 
Ethyl, normally is 3.5c less than s.s. price, less 
following contract quantity discounts at end of 
1onth, on all three grades, on monthly purchases: 
3,001 to 10,000 gals., 0.5c; 10, 001 to 20,000 gals., 
Ic; 20,001 to 40,000 gals., 1.5c; and 40,001 gals. 
over, 2c. Metro invoiced at same price as 


M bi ‘leas. 


Continental Oil 


Conoco Bronze Gasoline 


Denver, Colo.........13 5 18 20 ll 
Pueblo, Colo. ....... 13 5 18 20 13 
Grand Junc., Colo....15 5 5 0.5 622.5 
Casper, Wyo........ 35 5 3 2S 4:5 
Cheyenne, Wyo......13 5 5 6.5 25 3 
Billings, Mont....... 135 6 9.5 21.5 36.5 
Butte, Mont. ...... 15 6 21 23 7.5 
Great Falls, Mont 4:5 6 @W.5. 22:5 F7.5 
Helena, Mont ry fe ee 24.5 23.5 47.5 
Salt Lake City, Utah. .11 5 16 18 16 
eae © ere 6.5 6 22.5 4.5 
Twin Falls, Ida....... 17 6 23 25 18 
Albuquerque, N. M...13.5 t6.5 20 22 13 








Undivided dealers eet! Continental Oil (Cont'd) 


Demand (Third Grade) 


- —_ 
T.W. Seuay T. Ww. T w 
Denver, Colo......... 11 5 16 
Cheyenne, Wyo......11.5 5 16.5 18.5 
eens, Naont.........-,33-5 6 9:5 28.5 
Salt Lake Ci ty, Utah. 8 5 13 15 
Boise, Ida. aia & aa.9 


20.5 
Albuquerque, N.M...11.5 6.5 18 20 
tincludes city tax of 0.5c. 

Discounts: effective March 1, 1934, on gasolines 
thru territory, off 8.8. price: to ““undivided”’ dealers 
Ethyl and Conoco Bronze, 4c; Demand, 3c; te 
“divided” dealers: Ethvl and Conoco Bronze, 3.5¢ 
Demand, 2.5c. 


S. O. California 


Standard Gasoline 


San Francisco, Cal....10 4 14 16 10 
Los Angeles, Cal...... o5 @ - 53.5 35.5 16.5 
Preene, Cal. sss 0ss00% 10.5 4 14.5 16.5 9 
FHOCNIE, ANZ... .eccake 6 18 20 +16 
ES re 12 5 17 19 13 
Portiand, Ore........10.5 6 16.5 18.5 13.5 
SOattie, Wael... ..60.. OS 6 6.9 t6.5 33.5 
Spokane, Wash...... 3.5 6 9:5 21.5 6.5 
Tacoma, Wash...... 10.5 6 16:5 18:5 35.5 
Flight oat saa hird Grade) 

San Francisco, Cal. 4 12 14 
Los Angeles, Cal..... 7.5 4 1.4 45.5 
FPG, Cahiicsccccecs Bes 4 12.5 14.5 

Cy THOT «6 5 6 e 006s 10 5 15 17 
Phoenix, CL See 10 6 16 18 
rortiend, Ore. ....... 9 6 15 17 
Seattle, Wash....... 4 6 15 17 
Spokane, Wash....... 12 6 18 20 
Tacoma. Wash. 9 6 15 17 


tIincludes 5c state tax. 

Discounts: on gasoline: on Stanavo Aviation, 
Standard Ethyl, and Standard gasolines, to 100% 
dealers, 2c below t.w. price; on Flight, lc per gal 
below t.w. To “split”? dealers, all brands gasoline 


Ic below t.w. 

Effective September 24, 1935, to commercial 
consumers, off t.w.: advance quantity discount from 
above prices extended at time of delivery, on Stanavo 
Aviation, Standard Ethyl and Standard gasolines, 
2c per gal.; Flight, Ic. 

On kerosine: tank car delivery, 3.5c off t.w. price 
to all classes of trade; transport truck and trailer 
deliveries, 3.5c below t.w. to resellers; plant deliveries 
to jobbers, 3c below t.w 


Canada 
Prices of Imperial Oil Ltd. 


Per Imperial Gallon, which is 1.2 U. S. Gallons 
Imperial Three Star Gasoline 


Kero- 

Total sine 

T.W. Tases T.W. SS. T.W. 

Hamilton, Ont.......15 6 21 23.5 %6.5 

Toronto, Ont... 6... 15 6 21 23.9 16:5 

Brandon, Man.......23 3 7 30.3 33.3 Zi.8 

Winnipeg, Man.......21.7 7 28.7 31.7 20.2 

Regina, Sask......... 23 7 30 33 ai.3 

Saskatoon, Sask......25.8 7 32.8 35.8 74.3 

Edmonton, Alta...... a tf 6.2 35-2 25-7 
Calgary, Alta res. ae 2.5 32:5 2B 
Vancouver, B. C...... 19 7 26 29 24 
Montreal, Que........ 14.5 6 20.5 23 17 
St. John, N. B. .18 S 26 29 9 
Halifax, N. > 1s S 26 29 19 

Discounts to Dealers: 


Divided de alters pay 3c per gallon below s.s. price, 


undivided dealers pay 4c per gallon below s.s. price 
thru territory except in Cities of Hamilton, Toronto 
and Montreal, where discounts below s.s. price are 


0.5c¢ per gallon less. 


Aviation Gasoline 


Following are tank car and/or tank 
wagon prices of aviation gasoline in princi- 
pal marketing territories (Stanavo aviation 
in all territories except Continental Oil and 
Magnolia Pet. Co.) Tax column includes Ic 
federal tax, and state tax; also municipal 
taxes as indicated in footnotes 


Effective Dec. 73, 1935 


S. O. New Jersev 
Tank Car T.W. 
RIN Ta cc acuis cae eaace eee 9.75 12 
Baltimore, ES ee aE Eee 9.75 12 
OMRON Ne Ci 655: kbs 6 wien lg eakee was 12.6 
RIEMMORG, VAs cs <ccccteacsceneeseeeente 53.5 
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TANK WAGON, SERVICE STATION MARKETS 





Tax column includes Ic federal tax, state gasoline tax, also city and county taxes as indicated in footnotes, and inspection fees, 
as shown in general footnote. These prices in effect Dec. 23, 1935, as posted bv principal marketing companies at their head- 
quarters offices, but subject to later corrections. 








S. O. New Jersey (Continued) 


Tank Car T.W. 

Cepmemeaesy, Ie. Gre ick scien: ada deedeconse 14.9 
PRN Ie Ce hk sw keine dS % eke ed ckeaees 14.6 
MME IOURNE, Wee Wes 5 ooh cate wareeuiew cece 14.2 
Colonial Beacon Oil Co. T.W. 
ORO Wigs esd ox o50< Seles oeuce wade 12.8 
oS See eee 13.7 
UNO MNOS so '62 oe Se cw eda eawcres 13.5 

S. O. Pennsylvania 

Pe ERS 6 ood catwatduwccoecscucens 14.1 
Pee Bs uacic aa Butea nev knew aeseccas 14.9 


FGAE, SOG os i cei ences aa dius ceases 8.5 

Prices in above four territories do not include 
state or federal taxes. They are for 73 octane grade 
aviation gasoline. An 80 octane product generally 
brings 0.5c premium and an 87 octane product, 1.5¢ 
premium over the 73 octane grade. 

Note: S.s. prices in above four territories are 
generally 6c over t.w. prices. Following discounts 
apply for t.w. deliveries, on — ro off 


t.w. price: 3,000 to 10,000 gals. c; 10,000 to 
20, gals., lc; 20,000 to 40,000 ie 18, and 
over 40,000 gals., 2c. Consumer t.w. price is gener- 
ally tank car price, plus freight, plus Pes per gal. 
S. O. Ohio 
Total 
T.W. Tax TF. We 
Thru Ohio: (To Commercial Consumers) 
Stanavo Ethyl Aviation (73 Octane): 0.5 
et ee 5 ; 


Discounts: For deliver 
operators and resellers: 
sumer posted t.w. price. 


on contract to hangar 
c below commercial con- 


Ss. "a 7s 
Chicago, IIl.. = 4 18.5 
Indianapolis, ‘Ind. isa 5 20.4 
Detroit, ich er 216 4 20 
Milwaukee, Wisc.....14.8 5 19.8 
Minneapolis, Minn....14.9 + 18.9 
St. Louis, Mo ee ee *4 17.2 
Kansas City, Mo. 13:9 *4 7.9 
Fargo, N. D.. s.9 + 19.9 
Huron, S. D.. Pia 5 20.4 
Wichita, Rans.......:13-4 4 17.4 
*Includes Ic city tax. 
**I ncludes 0.1c to cover sales tax. 
Magnolia Petroleum 
ees FOR: s vocsn ccs 1k 
Humble Oil & Refining Co. 
Tank Car 
Baytown, Tex. (exclusive of taxes).......... 8 
Continental Oil Co. 
Total 
T.W. Tax T.W. 
Denver, Colo......... 16 5 21 
Cheyenne, Wyo...... 16.5 5 a.5 
Helena, Mont........ - 6 25.5 
Salt Lake City, Utah. 5 23 
Albuquerque, N. M. 16.5 *6.5 23 
*Includes city tax of 0.5c. 
S. O. California 
Phoenix, Ariz. ee 6 20 
Los Angeles, a 11.5 4 15.5 
San Francisco, Cal....12 4 16 
Meta: NOU; <icsccoee 14 5 19 
Portland, Ore........ 12.5 6 18.5 
Seattle, Wash. ....... 12.5 6 18.5 
Spokane, Wash....... 15.5 6 3 
Note: For discounts, etc., see note under Standard 


and Flight gasoline above. 


Naphtha 
In Effect Dec. 23, 1935 








(In Tank Wagon or Steel Barrels; in Cents per 
Gallon) 
-@ Q@ « 
a ro 
Es gauss § 
vs o%Ga 6 
ck sadga < 
sa “s2@se ¢ 
2M SZN0Z & 
Eee ciee) — area aor Oe 
Baltimore (net)......... 11 ni ocr 11 
Boston (set)... ese cvs 12 3S 15.5 
ee SS Sr one se, ones ee 
Se ee ae oe 
a eer 15.7 16 15 15 
0 eer are CITE PISS nus, THOS 
a eee 13.4 14.4 14.4 13.4 
RMORONOT, FA. ccccccecc June. .aeks ; i —_ 
Milwaukee............. 18.3 t19.3 19.3 18.3] 
Minneapolis............ +17.4 ccna 4 18.4 16.9} 
Newark (net).......... 13 at ce a 
oy ere 11 2 12 11 
Philadelphia , net)...... H.S FS 13 11.5 | 
Providence (net) 11 11 Pere | 
Rochester (net)........ ee ae 
ee MMI a < o-cs5o seueuns 13:7 4:7 34.7 8 
NNR Sic Sete oveber. aed j aie 14 


December 25, 


Petroleum Spirits (Solvent) 


In Tank Cars (F.o.b. refinery or seaboard terminal) 
POO ROG SUMOUOE a 6 cect ccouek leon eueue 2.5 
Philadelphia district 
Ue en, EOE EE eee Pree ree 9.5 
Note: 2c off above t.w. prices to large buyers iD 

some instances. 

*In the East, prices apply on 

— as Mineral Spirits; in the 
apply on Stanosol (S. O. Indiana 

ent). 

tAt the following points, these taxes and/or 
discounts apply on the products specified: Detroit, 
first three products include 3c state tax, prices 
applying on 150 gals. or more, with prices le higher 
for less than 150 gals.; Milwaukee, V.M.&P. price 
includes 4c state tax; Minneapolis, first 3 products 
include 3c state tax; price for solvent for less than 

100 gals. is Ic higher; at New York, prices on all 

four grades, 0.5c discount for 20,000 gals. or more 

yearly. 


tPurchases of at least 150 gallons. 


product generally 
middlewest, prices 
grade of Stoddard 


Latest Changes 


From Dec. 17 to Dec. 23 inclusive. 
Dates and amounts of changes 
shown. See table for full current 
prices. Changes are on gasoline 
unless kerosine is indicated. 


S. O. New York—Mobilgas: 
Kings County, 
cut 3c, Dec. 20. 


dealer t.w. cut 1.5c, s.s. 


Queens Borough, dealer t.w. cut 1.5¢, 
s.s. cut 3c, Dec. 25. 
S. 0. Louisiana—Kerosene: 
New Orleans, cut 1.5c, Dec. 16; up 
1.5¢, Dec. 18. 
Corrections 


Notation of amount of change and 
dates not previously shown in 
table. Table in this issue is cor- 
rected to show these changes. 
Changes are on gasoline unless 
kerosine is indicated 


New 

Wheeling, 
Dec. 14. 

S. 0. New York—Mobilgas: 

Prices at Queens Borough have been 
in error since Nov. 13 issue, they should 
have been same 3rooklyn prices in- 
stead of Manhattan and Bronx prices. 


8. 0: Jersey—Essolene: 


dealer t.w. and s.s. up 1c, 


as 


S. 0. Nebraska—Reliance: 

McCook, s.s. cut 0.4c, Dee. 14. 

Magnolia Petroleum—Mobilgas and 
Metro: 

Texarkana prices have been incorrect 
since the Nov. 27 issue, as the (.5¢ gen- 
eral advance thru Arkansas, Nov. 25, 
did not effect this point 
Kerosine: 

Texarkana, up lic, Nov. 21 
Imperial Oil—Imperial Three Star: 

Thru Provinces of Nova Scotia, New 
Brunswick and Prince Edward Island, 


16. 


{viation: 


s.s. cut le, Dec. 
8. 0. Indiana 
Detroit, 


up 9.3¢, Sept. 20 


Argo Attacks Michigan 
Bond Regulations 


LANSING, Mich.—-Argo Oil Corp 
Detroit, has filed a petition with the 
Supreme Court of Michigan for issu- 
ance of a writ of mandamus com 
manding Orville E. Atwood, Secretary 
of State to issue a 1936 license to Argo 
as a gasoline distributor. 

The Secretary of State refused to 
issue the license because Argo failed 
to post bond to insure payment of the 
state gasoline tax. Argo believes that 
the law passed at the last session of 
the legislature requiring a corporate 
surety bond of not less than $1000 or 
more than $25,000, the amount to be 
determined by the Secretary of State, 
is unconstitutional. 

Argo maintains the law is unconstt- 
tutional because of the delegation of 
power by the legislature to the secre- 
tary of state, the statutory limitation 
is in itself incapable of fair and im 
partial application, and by requiring of 
a corporate surety bond negatives the 
right to post other adequate security 
involves the taking of property without 
due process of law. 


The court has been asked to take ac 
tion before the first of January. 


New Mailing List Issued 
By NW Association 


MINNE 
ing list 


APOLIS 
service for 
Northwest Petroleum 
been announced by Elwin E. Hadlick, 
president, on oil companies in North 
Dakota and Minnesota. 

The 


An improved mail 
members of the 
Association has 


association has compiled and is 
issuing a list 


for each state, cover 

ing the name, home address, and the 

company manager's name where ob 

tainable for all inshippers of petro- 
leum products. 

The original list, compiled as of 

Dec. 1, will be supplemented by correc 


tions and additions to be issued every 
three months. 


Makes Western 


NEW YORK —W. C. Wenzel, man- 
ager of the oil division of Dun & Brad 
street, Inc., has returned from an 8 
week trip to the Pacific coast during 
which he attended the American Pe 
troleum Institute meeting. 


4 ae 
rrip 





Says Lack of Oil Might 
Doom Great Britain 


LONDON, Dec. 13.—The _  incal- 
culable value of oil in the defense of 
the British Empire was stressed by 
Colonel Whiston A. 3ristow, the 
chairman, at the annual meeting of 
Low Temperature Carbonization, Ltd. 
The company is the pioneer British 
producer of oil from coal. Although 
it has not yet perfected its process, it 
is producing ‘‘Coalene”’ spirit in sub- 
stantial quantities for road use. 

“Over and above all other factors 
which have this year reacted favor- 
ably upon the future,’ declared Col- 
eonel Bristow, ‘‘is the question of oil 
supplies in war. Without adequate 
oil for the Army, Navy, and Air 
Force, the British Empire may well 
come to an abrupt and catastrophic 
end. We imported last year nearly 
3,000,000,000 gallons of oil. The 
supplies come from ten countries, five 
in the East and five in the West. The 
great improvement in range, speed 
and armament of aircraft and subma- 
rines has revolutionized the naval po- 
sition. 

“The Mediterranean has, in effect, 
from an aerial standpoint, shrunk to 
the size of a lake and in certain cir- 
cumstances there would be little 
chance of getting any Russian, Ru- 
manian, or Irak oil, which must come 
by that route. 

Persian oil, if the pipeline survived 
and supplies could get out of the 
Gulf, would have to come via the 
Cape, a voyage of about 14 weeks 
there and back. The same applies to 
oil from Borneo. 

“From the West we stand a better 
chance, but would have to rely upon 
the goodwill and ability of the Unit- 


This is what all the trouble is about. 


ed States, Mexico, Venezuela, and the 
Dutch West Indies to supply us. Sup- 
plies from these sources might en- 
counter obstacles created by Geneva, 
high politics, sanctions, quotas, sub- 
marines, submarines bearing aircraft, 
and torpedo-carrying aircraft. 
‘“‘And the prize? 

the British Empire, 
barrel. 


“Apart from the difficulty of ob- 
taining fresh supplies of oil in war 
we might also in a very few days lose 
most of our stocks. At present no 
fewer than 11 of our large storage 
depots are within one hour’s flight 
from the Western European coast. 
They could all be destroyed within 
a few days of the outbreak of war. 


“On no account should we allow 
ourselves to be lulled into a sense of 
false security such as preceded the 
last war. It is too much to expect 
that we can run such risks again and 
escape the consequences.”’ 


Nothing less than 
lock, stock, and 


Opens New Division Offices 


ST. LOUIS, Dec. 23.—Shell Pe- 
troleum Corp. will establish division 
marketing offices in the Valley Bank 
Bldg., Des Moines, on Jan. 2. Two 
floors have been rented to house the 
200 Shell employes. The new of- 
fices will have charge of sales in Iowa 
and Minnesota. 

Staff personnel for the new division 
office includes: H. G. Swanson, Di- 
vision Manager; A. S. Pentland, 
Sales Manager; F. G. Hunt, Service 
Station Manager; C. E. W. Kinder- 
man, Manager Operations; C. A. 
Nichols, Credit Manager; S. H. 
Mitchell, Fuel Oil Sales Manager; 
W. S. Milton, District Manager, Des 
Moines; O. W. Brown, Field Assistant 





A dump at Massawa, Eritrea, of drums 
of ‘‘Petrolio"” as they call it in Italy for Il Duce’s modern mechanized army— 
an army that cannot move without oil and gasoline 


to Sales Manager; M. L. Phillips, Of- 
fice Manager; G. C. Donnan, Office 
Assistant; E. F. Daly, Assistant Of- 
fice Manager; C. A. Brennan, Plant 
and Automotive Superintendent; W 
G. Scherer, Purchasing and Stores; 
L. A. Miller, Construction, Paint and 
Maintenance Superintendent; Von O 
Brubeck, Development Superintend- 
ent; and E. Lewis, Industrial and Lu 
brication Sales Manager. 


Argues Against Reduction 
In Canadian Tariff 


OTTAWA, Dec. 21.—In a statement 
filed with the Tariff Board, Frank C. 
West, vice-president of Canadian Oil 
Companies, Limited, states that the 
investment of his company in real 
estate, buildings, plant, machinery and 
equipment, as of Sept. 30, 1935, was 
$7,989,695 and that the investment in 
iis refinery at Petrolia, Ont., as of the 
same date, was $1,851,551. 

The company’s total investment as 
of Sept. 30 last, was $417,619 in excess 
of the investment as of Dec. 31, 1934. 
Mr. West states that this increase is 
due principally to the recent construc- 
tion of a new unit at Petrolia, which 
included topping and cracking plant 
aud gas recovery plant. 

The company, according to the state- 
ment submitted to the Board, distri- 
butes its products through bulk sta- 
tions, service stations and dealers in 
all provinces of Canada, except British 
Columbia, It has 110 bulk service sta- 
tions and 146 service stations. 


By provinces, the bulk stations are 
distributed as follows: Prince Edward 
Island, 1; Nova Scotia, 6; New Bruns- 
wick, 6; Quebec, 11; Ontario, 45; 
Manitoba, 11; Saskatchewan, 17; and 
Alberta, 13. 

Service stations are located as fol- 
lows: Maritime Provinces, 7; Quebec, 
17; Ontario, 107; Manitoba, 9; Saskat- 
chewan, 2; and Alberta, 4. 

The statement says that in October 
of this year, the company paid $1,842,- 
705 per barrel for 36-36.9 gravity Mid- 
Continent crude oil delivered at its re- 
finery, and compares this with a de- 
livered price for this crude of $1.25969 
per barrel at a refinery at Coffeyville, 
Kans. This difference in cost amounts 
to 1.666 cents per Imperial gallon, and 
is reflected also in the company’s fuel 
cost for operating stills at Petrolia. 

The statement is made that re- 
finery equipment costs in Canada from 
40 to 50 per cent more than in the 
United States, and that severe winter 
conditions in Canada add to the cost of 
distribution over that in United States 

“Any downward revision of the 
tariff,’ says the statement, ‘‘would be 
very detrimental to our company and 
the oil refining industry in Canada as 
a whole.” 
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Cold Wave Brings Heavy Buying 
Of Light Domestic Fuels 


COLD wave in most northern 

areas gave the light fuel oils 

needed stimulus and jobber 
buying was on the increase in most 
refinery districts. The heavier grades 
of fuel oil showed little change. 

It became more apparent, the third 
week of December, that distributors’ 
in many sections had failed to fill up 
their tanks in the late summer and fall 
as they usually do. Most observers 
believed that this was due to the high 
prices prevailing at that time. 

The sudden cold snap brought job- 
bers a rush of consumers, and, in 
many instances, jobbers found their 
stocks too low to meet the demand. 

Jobbers immediately turned to their 
suppliers and were paying asking 
prices without hesitation in most in- 
stances. This took up virtually all 
the slack in the light fuel tank car 
markets, 


NEW YORK, Dec. 21.-—Demand for 
light fuel oils took a turn for the bet- 
ter during the closing days of the week 
ended Dec. 21, as colder weather gen- 
erally spread over the northern por- 
tions of the eastern seaboard. 

Suppliers have been hoping for a 
spell of sustained cold weather, as con- 
ditions so far have hampered consump- 
tion of home heating oil. A little dis- 
tress oil has been making its appear- 
ance in some of the eastern markets. 

Prices for light fuel oils generatly 
were unchanged over the week, except 
at New York harbor where prices of 
No. 2 oil were lowered 0.125 cent a 
gallon in some quarters for barge de- 
liveries. Other suppliers continued to 
maintain their prices at unchanged 
levels and said they thought the mar- 
ket would be back to its former level 
if demand picked up within a few days. 

Reports regarding an increase in 
harbor prices for bunker oils contin- 
ued frequent. General opinion was 
that these oils might advance 10 cents 
a barrel shortly after the start of the 
new year. 


CHICAGO, Nov. 21.—It’s an ill wind 
that blows nobody good, is an old say- 
ing which is being borne out in the 
Midwestern tank car market. 


While the cold weather was leav- 
ing its mark on gasoline consumption, 
light fuel oils have turned active as 
the cold weather spread throughout 
the middle west. 

There was a scramble for supplies 
of the No. 1 prime white oil last week 
as it became apparent that available 
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supplies were insufficient to take care 
of the heavy movement the first sev- 
eral days of the week ended Dec. 21. 
The market settled somewhat later 
in the week. Several reports credit a 
Chicago distributor with purchasing 
150 to 200 cars of No. 1 prime white 
oil direct from a refiner. If these re- 
ports are true, it will be the second 
large buying order placed by Chicago 
distributors recently. Coupled with 
the first purchase of 200 cars, this 
second buy would mean that 350 to 





Fuel Oils 





Following are tank wagon prices of various 
grades of heating oil at the points shown in various 
territories. Prices are in cents per gallon. 


Prices in Effect Dec. 23, 1935 


No. 1 No. 2 No.3 No.4 
S. O. New Jersey 


ee 7.5 6.25 6.25 6.25 
Atlantic City, N. J...... 8 6:5 GS 6:25 
Baltimore, Md......... tas “S58 S28. 5 
Washington, D. C..... 8 6.5 6.5 6.5 


Discounts: At Newark and Atlantic ity, pur- 
chasers taking 50,000 gals. get discount of 0.5c 
per gal. 


Socony-Vacuum Oil Co., Inc. 
(S. O. New York Division) 


New York City <...55.56: 228 6S. €:5...6 

pin a eee 463 Gors. 6.73. 6375 
Rochester, N. Y........ 8 7.49 «2.45 67.25 
Boston, Mass = 7.25 6.25 6.25 6.25 
Bangor, Me . Bate tae” fae. Oras 
Manchester, N. H -e 8 7 7 7 

Burlington, Vt.. ...... S75 7.28. 7.39 7.28 
New Haven, Conn..... 7 S.70 Size Si05 
Providence, R.1........ 7.49 6.28 6.35 5.75 


Disceunts: At New York City, consumers taking 
10,000 to 50,000 gals., get 0.25¢ per gal. discount 
when minimum amount has been reached; above 
50,000 gals., 0.5¢ 

No. 1 No. 2 No.3 No. 
Atlantic Refining 


Philadelphia, Pa........ 6.50 


es 5.5 
Allentown, Pa.......... 9 7.5 7 7.5 
Wilmington, Del....... 8.5 7 6.5 
Springfield, Mass....... 8.75 7.25 7.25 
Worcester, Mass...... Seo 2.09 7.25 
Hartford, Conn 8.5 7 7 

S. O. Ohio 

Ohio Statewide......... 8 7.43 7,30 7.25 


Note: S. O. Ohio prices are for hose dumps; bucket 
dumps are 0.5¢ per gallon higher. 


S. O. Indiana 
Stanolex Fuel Oil 


o.1 No.3 
Chicago. . Pie ka Genie 7 6.2 
Indianapolis a 11.7 11.2 
Detroit..... ES ae ce oes 6.5 
pe Ee ee ee eee renee 8 7 
Minneapolis tg gin pelea 8.2 7.8 
Sr uaa an 6.8 6.4 
a a fae rt ee faa 6.5 
Kaneas City... 65 06007 Aw... 6.6 5.9 


*Includes state tax of 4c. 
Note: Small-lot deliveries of light fuel oils range 
from 0.5¢ to Sc higher than above quotations, 


400 cars of light distillate has been 
removed from the open market. 

In both instances the oil had not 
been disturbing markets, having been 
held in strong hands. Purchases, 
however, prevent the possibility of 
this material becoming an unsettling 
factor. 

Slightly higher prices were recorded 
for several of the lighter grades of 
fuel oil last week. 

Heavy fuel was listless with no 
change apparent in general market 
quotations. Price shading was en- 
countered in some quarters. 


* 2 So 


TULSA, Dec. 21.—-It became more 
apparent the past week that northern 
distributors had less light fuel oil in 
storage this year than last. The re- 
cent cold snap has sent numerous dis- 
tributors into the open market to ob- 
tain supplies to keep stocks at working 
levels. But as it became apparent that 
distributors’ stocks were at a compara- 
tively low level, it also was becoming 
evident that available supplies at refin- 
ery sources might be more plentiful in 
the future. 

Over the past month or two, many 
refiners have been holding their sup- 
plies of light fuels for higher prices. 
These prices have not been conducive 
to the movement of material, and 
stocks at refineries have been accumu- 
lating. Since there remains only a 
few more weeks during which north- 
ern suppliers usually stock up, refin- 
ers now were less reluctant to hold 
their supplies. 

There has been no inclination on the 
part of refiners to dump their material. 
Disposal of stocks so far has been 
orderly. In many cases refiners’ stocks 
were fairly well covered by contract 
orders. 

Light fuel oil prices were closely 
held at generally higher levels. Sup- 
plies still were not free. Buyers had 
to do some shopping to find one or 
two of the light grades of oil. This 
especially was true of the No. 3, and 
to some extent certain grades of No. 2 
oil. 

The heavy oil list continued slug- 
gish in most districts. Reports indi- 
cated that railroad fuel in East Texas 
was not plentiful. In other districts, 
however, supply exceeded demand. 
Prices generally were unchanged. 


Warns of Pollution 


LANSING, Mich.-—The stream con- 
trol commission of Michigan has 
served notice on producers that it will 
not consent to pollution of any now 
uncontaminated watershed with oil 
field brine. 

The commission specifically made it 
known that producers in the Crystal 
field, Montcalm county, must stop 
dumping brine into streams of the 
Grand River watershed. This water- 
shed is the source of supply of Grand 
Rapids. 
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Prices in $ per bbl. of 42 U. S. gals. at the well, A. P. I. gravity. Prices are effective as of 7 a.m. of dates as given 

















Eastern Fields 
Posted by Joseph Seep Purchasing Agency 


Effective Nov. 20, 1935, except Corning effective 
Oct. 2: 1933) 
Penna. Grade Oil in Southwest Penna 
SE NNN = deities ea ae aoe bee .02 
Penna. Grade Oil in Eureka Pipe Lines 
SOMONE: TP MNMNMRRUAD x5 nao oso) bie Wak aie eines aes 1:97 
Penna. Grade Oil in Buckeye Pipe Lines 
TREMOR O OE TOD 5. kivicin bcos vccacadsackss cae .82 
Corning Oil in Buckeye Pipe Lines (Ohio). .$1.32 
Posted by Other Companies 
Tide Water Pipe Co., Ltd.: 
“gay Alleghany district (Penna. and 
Y.) (Effective Nov. 20, 1935).......... $2.30 


oThe Pennzoil Co.: (E fective Nov. 20, 1935) 
Penna. Grade Oil i in National Transit Lines*$2.2 
Ashland Oil & Transportation Co.: 


Somerset Oil in Ash - d Lines (Ky.): (Effec- 

tive Dec. 19, 193 

ies COMMIT PRAWON 5 55 noo sok sie safe aele . $1.20 
Kentucky River.......... rrr 


*The Pennzoil Co. posts $2.27 in Coc hran, Frank- 
lin, Hamilton and Doolittle, Pa. fields; prices in 
other lower districts range down to $2 32 per bbl. 
at well. 


Michigan 
(Pested by Pure Oil Co.) 
Midland, Midland County (Dec. 15. 1935).. 
(Posted by Simrall Pipe Line Corp.) 
(Effective Dec. 15, 1935) 


pl. 22 


West Branch and equal grades............ $1.06 
Beaverton, Crystal, Greendale, Porter and 
Di MIDE s o's bo oss he wed casdsmas oan0.5% $1.22 


Central States Fields 
Posted by Ohio Oil Co. 
Effective Feb. 1, (Effective May 22, 
1935 93 


) 
SR ocssseccee a5 herr Kentucky $1.13 
(Effective Jan. 5, 1934) 
Princeton....... $1.13 Illinois......... $1.13 


Canadian Fields 
Posted by Imperial Oil Refineries, Ltd. 
Western Ontario 


(Effective Sept. 9, 1933) 
ey Pa Se eee or eres $2.10 
EIA Se ee ere ee $2.17 
Alberta—Turner Valley 
(Prices f.o0.b. field sm 
Crade: Naphtha 
Effective Dec. 9, 1933) (Effective May 21, 1934) 
. 2.5 eae $2.31 
LE ae 2.07 tDiscolored..... $2.55 


Effective May 21, 1934) 
0 and above.. .19 


tClear naphtha: 22 color; 10 Ibs. vapor pressure, 
Reid method; 90% recovery; end point, 410°, 
Discolored naphtha: same specifications as for cle u 
eapbtha except color. 


Mid-Continent 
Pested by Stanolind Crude Oil Purchasing Co 
(Effective Sept. 29, 1933) 


(In North-North 


(in Oklahoma- Kansas) Central Texas) 


>} ee rer $0. 84 $0.79 
PR sicsscaniek omens 0.86 0.81 
A SAA 0.88 0.83 
8 ee 0.90 0.85 
| 5 Rr 0.92 0.87 
|} ee 0.94 0.89 
| eS 0.96 0.91 
ern 0.98 0.93 
| eee 1.00 0.95 
Ok ee 1.02 0.97 
| ere ee 1.04 0.99 
ere 1.06 1.01 
OP ONE GROVE... 6 5 ccc scce 1.08 1.03 


Above Stanolind prices met as follows: 
Sept. 29, by The Texas Co. in Oklahoma, and ia 
t and North Central Texas; Continental Oil 
ia all three states; by Empire, White Eagle and 
Gypsy (Gulf). 
See also Carter Oil, Magnolia, Humble echedules 
welow and footnotes under Carter table. 
Posted by Carter Oil Co. 
(In Oklahoma and Kansas) 
(Effective Sept. 29, 1933) 


Below 25....... $0.76 OBd9. 9.004004 50.94 
EDs Pocccccecs 0.78 ae EE 0.96 
BO. Poccscecee 0. eee 0.98 

i Sa 6.82 a, Oe 1.00 













oS eee 0.84 TS 1.02 
7 ee 0.86 . .04 
hoki ee 0.88 a > ee 1.06 
jf. aa 40 and above... 1.08 
| ee 0.92 

Sept. 29, Carter gravity and rice schedule met in 


Okla oma-Kansas by Sinclair-Prairie, and Humble 
price schedule met in North-North Central Texas 
except that Sinclair-Prairie posts five lower grades 
down to below 25, with 2c differential for each. 
Same day, Shell Petroleum met Carter in full in 


Oklahoma-Kansas. 


Posted by Magnolia Petroleum Co. 
(Effective Sept. 29, 1933) 


In hing same schedule as Carter Oil, which 
see above, beginning with roy 25, at $0.76 and 
ending with & above, at $1. 


In Texas: North and a Sei including 
Burkburnett, Archer, Stephens, Henrietta, Electra, 
Comanche and Olden; and in Central Texas, in- 
cluding Mexia, Wortham, and Panola county, same 
gravity and price schedule as Stanolind in Texas, 
which see above, beginning with er 29 at $0.79, 
and ending with 40 and above, at $1.0 


tPosted by Humble Oil & eames Co. 


(*in North, North Central and Central Texas) 
(Effective Sept. 29, 1933) 

Belew 29 .....36<2 $0.79 eh $0.93 
BPE Os cc sieka's3 0.81 ee 0.95 
dag ee 0.83 ASS by ee 0.97 
SS Ses 0.85 ey ee Bg 
oS Dee. 0.87 2 at ee 1.01 
os 0.89 40 and above. 1.03 
ee 0.91 

*Including North Texas, Ranger, Mexia, Powell 
Boggy Creek, Richland, Wortham, Currie and 


Moran fields. 

tEffective Dec. 1, 1934, Humble prices are based 
on 99% tank tables at 60F. Allowance or deduction 
of 1% is made for each 25° change in temperature 
above or below 60F. 


Panhandle Texas 


Posted by Humble Oil & Refining Co. 
(Effective Sept. 29, 1933) 


Gray Carson- 
County Hutchinson 
MNO 98.6 oS acacsciccas $0.79 $0.69 
tS eer 0.81 0.71 
oe RT eee 0.83 0.73 
DENT Os cca ictitexes 0.85 0.75 
oe ee 0.87 0.77 
i dat EEOC Ee 0.89 0.79 
WO WRUNG. 55655-06050 0.91 0.81 


Sept. 29, above prices met by Sinclair-Prairie, 
Magnolia and The Texas Co, in the entire area, 
also by Continental Oil in Carson-Hutchinson. 

East Texas 
(Effective Sept. 29, 1933) 
Stanolind, Humble, Sinclair-Prairie, Texas 
DRRDMIIA sé oo:5:hscnGueatowa scseseeGusseu $ 
West Texas and New Mexico 
Posted by Humble Oil & Refining Co. 
(Effective Sept. 29, 1933) 
Ector, Pecos and Winkler Counties, W. Texas and 


and 
1.00 


Dink EN TN a6 aS arxaceie-w10 04 d(6.0 Soh ern Seca 
Crane, Upton, Crockett, Howard and Glasscock 
CONEY Wee WOE isd Sanaa dae e diteanawue $0.70 


Sept. 29, Magnolia met in Crane, Upton, Howard, 
Glasscock, Mitchell and Winkler. Sept. 29, Texas 
Co. met Humble in Winkler, Crane, Upton and 
Lea counties; Stanolind Oil & a met in Hendrich 
field, Winkler county and posted in Marion county, 
Tex. below 25 at $0.63, plus 2c differential to 40 & 
above at $0.95. 


South and Southwest Texas 
Posted by Humble Oil & Refining Co. 
(Effective Sept. 29. 1933) 


Darset Creek.. = 87 CO ee 1.05 
a | er 0.87 TOMBE. ccc-vae 1.15 
eee June 29, 1935) 
en See $0. Mirando....... $0.75 


‘ieeaanen Aug. 20, 1935) 
Anahuac (Chambers county) and 
Dickinson pars Se) 


i ee $0.94 > aa $1.06 
A aS 1.08 
 ) 1.10 
ee et ee ) 
40 & above..... 1.14 





TTD. i nccxeas 1.04 


Sept. 30, The Texas Co. met Humble in Daret 
Creek. On Sept. 29 it posted $0.80 in Duval county 


— 85 in Saxet-Greta. 
t. 2, Magnolia posted $0.87 in Darst Creek and 


and 


and $0.95 in Lytton he teres on ioty 3, 1935, $0.75 
for Mirando. Jan. 1 4 $1.00 for Cleveland {Lib- 
erty county, Tex.; Aug. 8, 1935, $0.93 io Hardia, 
Liberty county, Tex. 


Posted by Humble 
Conroe (Moutgomery Co., Tex.) 
(Effective Sept. 29, 1933) 


2 et re $1.09 ee $1.15 
de ee ti = Ceo ee eg 
| nn i. 40 & above..... 1.19 


Sept. 30 Texas Co. met above prices. 


North Louisiana-Arkansas 
Posted by Standard Oil Co. of Louisiane 


(Effective March 17, 1934, except Homer, Smack 
over and Nevada county, Sept. 29, 1933). 


In Caddo, Homer, Haynesville, Sabine, De Soto, 
arepta, Carterville, E] Dorado and Miller county), 


ee ae $0.71 SS er 50. 
BEET Os ciewcses 0.73 aS 0.91 
CL 0.75 So ee 0.95 
Ce 0.77 oo ee 0.93 
(4 ee 0.79 ik es 0.97 
a 0.81 i eee 0.99 
SOE Pesisecwss 0.83 o> -01 
jo) Eh re 0.85 40 and above. 1.65 
a 0.87 

IE ROUOE NER 6 bd Sve ctud cea oecaamuske $0.70 
eae re ree rer nnnier ~~ 0.60 
Urania, La. (La. Oil Refg. Co., Jan. 1, 34)... 0.87 


*Gulf Coastal Fields 
Posted by Humble Oil & Refining Co 
(Effective Sept. 29, 1933) 





Effective Dec. 1, 1934 Ramble prices are based 
on 99% tank tables at 60 F. Allowance or deduction 
of 1% is made for each 25° change in temperature 
above or below 

*Includes these fields: Barbers Hill, Goose Creek, 
Hull, Humble, Liberty, Moss Bluff, Orange Pieres 
Junction, Rabbs nee Raccoon Bend, Refugio 
ight, Sour Lake, Spindletop, Sugarland, ‘and West 
Columbia. 

Above prices met Sept. 29 by Sinclair-Prairie and 
Sun Pipe Line Co. 


Posted by The Texas Co. 
(Effective:Sept. 30, 1933) 


Same gravity and price schedule as Humble ap 
to 30-30.9 gravity, whieh see; plus these grades: 





Partlavaca (Tex. Gull a May 17, 1935). $0.88 


Rocky Mountain Fields 
Posted by Stanolind Oil & Gas Co. 
(Effective Sept. 29, 1933) 


Salt Creek and Dutton Creek, Wyo. Same 
schedule as Stanolind poste in Oklahoma-Kaneae 
which see on first crude price page. 


ee IN INE oi si5.5 5s bbtees dew seems mg * 18 
Grass Creek, ee ernie 1.18 
Co ae rer 0.62 
Greybull-Torchlight beens setseseevedaceeened 1.18 
OS ee ee 0.96 
re ere rrr 0.90 
SS ere eee 3. 
Frannie light (Effective May 1, 1934)........ 0.70 
PRUONOD oo tideeeccdnekescdaceees%scu 0.62 


Posted by Ohio Oil Co. 

(Effective Sept. 29, 1933) 
Elk Basin, Wyo 
Grass Creek, li 
Rock Creek 
a) eee ree 1.0) 
tSunburst, Mont. (Effective July 19, 1935). — a too 


tMet by Texas Co. July 19. 


Posted by *Internationel 


(Effective May 23, 1934) 
RII 58542055660 ssecesccusares 51.45 


®Texas Co. subsidiary. 







Co. 





$1. SS in "Tom all; Sept. 29 it poated $0.75 in Luling 
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New Refining Patents 





Cracking. No. 2 018 475, issued Oct. 
22, 1935; filed May 4, 1933; R. F. 
Trow, assignor to The Texas Co.; one 
diagram; 6 claims. 


IL is subjected to cracking in a 
O) series of stages under superat- 
mospheric pressure. Residual liquid is 
withdrawn from an earlier stage and 
subjected to distillation at reduced 
pressure. A second residual liquid is 
withdrawn from a more advanced state 
of cracking, cooled, and introduced to 
zone with first residual liquid. The 
final combined residual liquid is with- 
drawn from this zone. Cracking takes 
place at 820-880° F. when a dirty 
stock is used and at 900-1050°F. for 
the clean gas-oil fraction. 


Lubricating oil. 2 O18 871, issued 
Oct. 29, 1935; filed March 23, 1934; 
M. Pier and A. Eisenhut, assignors to 
I. G. Farbenindustrie Aktiengesell- 
shaft; 4 claims. 


RODUCTION of high viscosity in- 

dex lubricating oil which comprises 
precipitating constituents of high 
molecular weight from a lubricating 
oil substantially free from asphalt and 
paraffin wax, withdrawing the solution 
of oil and adding an oil-soluble syn- 
thetic high molecular weight product 
richer in hydrogen than said precipi- 





tated constituents of high molecular 
weight. 

Oils are treated with liquefied hydro 
carbons which are gaseous at ordinary 
temperature. Preferable temperatures 
are from 40° below zero to 70°C. 
(158°F.). The pressure is selected so 
that the added solvent remains liquid. 
The solvent is preferably employed in 
an amount of from three to 15 times 
by volume of the oil to be treated. 


Vacuum distillation. No. 2 018 778, 
issued Oct. 29, 1935; filed June 14, 
1932; K. Ebner, assignor to American 
Lurgi Corp.; one diagram; 3 claims. 


PPARATUS and process for dis 
Ponca comprising heating to a 
temperature below the boiling tempera 
ture, conveying the heated liquid to a 
vaporizing chamber by the airlift prin- 
ciple by injecting a second liquid which 
vaporizes at the temperature of the 
heated liquid but exists in the liquid 
state at atmospheric temperatures 
under low absolute pressures, main 
taining in the vaporizing chamber a 
subatmospheric pressure at which a 
portion of the heated liquid and second 
liquid vaporize, withdrawing vapors 
from the vaporizing chamber and sub- 
jecting them to condensation, and re- 
turning the unvaporized liquid from 
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Continued from preceding page 


the vaporizing chamber to the heating 
chamber, 

Distillation is performed under a 
very high vacuum without steam or 
circulating devices. Chemical action on 
the charge material may also be com- 
bined with distillation. 

+ + - 

Polymerization. No. 2 018 066, is- 
sued Oct. 22, 1935; filed March 7, 
1935; V. Ipatieff, assignor to Universal 
Oil Products Co.; 3 claims, 

RODUCTION of dimers and trim- 
Pp... from mono-olefins. The main 
feature is the use of regulated amounts 
of water or steam in the gas mixtures 
undergoing polymerization to prevent 
or retard the change in composition of 
the polymerization phosphorie acid by 
the gradual loss of water. See No. 2, 
H1TR,065 

* ¥ 

Polymerization catalyst. No. 2 O18 
065, issued Oct, 22, 1935; filed Aug. 
15, 1934; V. Ipatieff, assignor to Uni- 
versal Oil Products Co.; 5 claims. 


ATALYST for polymerizing un 
aise hydrocarbons comprising 
a mixture of phosphoric acid and a 
solid adsorbent, calcined prior to the 
polymerizing process at 180-300°C. 
(356-572°F.). 

Main feature is employment of or- 
dinarily liquid phosphorie acids as eat 
alysts in substantially solid form, by 
the alternate use of a number of differ 
ent absorbent carrying materials of 
two classes. The first are predominate 
ly of a siliceous character and the sec 
ond, certain aluminum silicates 

Orthophosphorie acid (H,PO,) is 








CALIFORNIA, Posted by Standard Oil of California 


{li gravities above 


s @ : 
o - 4 a 

= £= 5 ion © 

— 4 o v e e 

= 3s te 5; Aa 8 

~ ar = & e se 

co —& e 2 = we 

= Oo 3 = SS = % 
Grevity a nt <x am a SU 
14-14.9 $0.75 $0.74 $0.73 $0.74 $0.75 $0.71 
15-15.9 75 74 73 74 5 71 
16-16.9 75 74 73 74 7§ 71 
17-17.9 7§ 74 73 74 75 71 
18-18.9 Ss © 2 © #2 2 
19-19.9 75 74 74 77 7% «75 
20-20.9 6 74 76 79 7. 24 
21-21.9 . 74 8 Q1 R] 79 
22-22.9 ga 74 80 82 84 CRI 
23-23.9 82 .77 82 84 R6 R3 
24-24.9. &4 80 R4 R6 RR 84 
25-25.9.. 86 =. 82 86 87 .9] R6 
26-26.9. 8 RS Rg 89 93 RR 
27-27.9. . 90 R8 90 9] yay 
28-28.9.. 92 90 91 «92 
29-29.9.. % 93 93 94 «4 
30-30.9.. % 95 95 95 
Si-32.9.. 37 « 
32-32.9.. 99 § 
(if Se ve 
34-34.9..... a5 
Li a 
i 4} ee 
Uo Re 
38-38.9 ° 
- 3 te 
40-40.9..... 


*Orcutt posted up to 26-26.9° at $0.75. 
tPosted by Associated Oil Co., effective Dec. 6, 


December 25, 1935 


thore quoted take hichest price offered in the fiela. Effective Dec. 6, 1935 
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+ by ee 
¥ 2 = & 
aN a cL = ”n 
a 5 - be ao | ~ = ) = © 
1 &© ~ bs = ©. 2 ae 
®@c * c ev os © s 
c.- 2 s =) om a ° « 
e é C a1 -—— c 7 ~ 
= 6 5 5 ¥ & > 5 - 
<Q & & * a 2) a 
$0.75 $0.71 $0.71 $0.72 $0.73 
75 71 71 72 73 
75 71 71 72 73 
75 .71 71 72 73 
75 sl 71 72 73 
77 yd 71 72 73 
78 71 73 72 73 
80 71 75 72 75 $0.73 
; 8] 73 77 72 ote 73 
$0.79 83 75 79 74 79 a 
8] R4 ras RO 76 81 75 
R3 R6 79 78 82 77 
86 S R8 81 80 .84 .79 
RR a 83 82 86 g? 
90 ah R5 igs 88 &4 
93 a ae oF 85 .90 86 
95 vo) 87 92 89 
.97 om Kettleman Hills 8&9 94 91 
1.00 , ——-—-- 91 .%6 93 
$0.99 ... $0.95 ; 93 98 95 
* ar .97 ‘ .95 1.00 98 
1.03 re 9 wai 97 eae’ Bee 
- ee ven .99 1.02 
EGF wcas FS 1.00 1.04 
ary 1.08 1.03 1.07 
1.11 1.05 
1.07 
1935 


- ~ 
2 83: ¥ 6 
S = €@ « a 2 
4 55 - a = ae a 
atta 3. 85 4. v a ¢ 
Gites, 3 85 = © & 3 Se 
a Gag ~ «@ oe - = ~ 
S4aa ec eOe = v = a30 
B4E5 30ye2 ¢ 2 Ss 3 2a 
eoYeod 9 sits 3 . o 4 26: 
Zaam Sf Baeiact 3 Oo 8 = ate 
$0.65 .... $0.65 $0.65 $0.65 .. $0.65 $0.65 
65 ; 65 65 65 65 65 
65 65 65 65 65 45 
65 65 65 65 65 65 
.65 — 65 65 65 J 65 65 
65 $0.65 66 68 66 $0.65 .68 65 
wn .65 .68 71 67 65 71 4§ 
.65 .71 a .69 65 73 6 
66 .74 75 71 .67 5 67 
67 77 77 73 .69 77 69 
69 80 g0 75 7 R0) 7) 
.71 83 82 77 .73 R2 73 
73 R6 R5 S 7° 
76 R8 88 RR 7 
78 91 90 ”) 79 
80 94 =.92 2 RI 
R3 97 94 194 R3 
85 .99 ee 5 
87 1.02 7; 
89 l 04 7 
91 eee OR 
19 
1.01 
1.03 
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PRICES DO NOT 


SEABOARD MARKETS, Export and 


INCLUDE FEDERAL TAX 
Where $ mark is shown. prices are per barrel of 42 U. S. gallons. 





Coastwise 




















































Eastern Domestic 


(Prices in cents per gallon tank car lots, unless otherwise noted, f.o.b. 

refinery or seaboard terminal, representing majority of sales and quotations 

to jobbers and/or consumers. Florida and S. Carolina inspection tax 
not included.) 


*Motor Gasoline 









Prices Dec. 23 65 Octane 

60-64 Octane and Above 
New York harbor........ 6.50 6.75 
New York harbor, barges. . 6.25 6.50 
Philadelphia district...... 6.50 6.75 
Baltimore district........ 6.25 6.50 
Norfolk district.......... 6.25 6.50 
Wilmington, N. C., district 6.25 6.50 
Charleston, 3s. C.. district. 6.25 6.50 
Savannah district........ 6.75 7.00 
acksonville district...... 6.50 6.75 
Portland district......... 6.75 7.00 
Boston district....... is 6.50 6.75 
Boston district, barges. ... 6.25 6.50 
Providence district....... 6.50 6.75 
Providence district, barges 6.25 6.50 


*Due to lack of companies offering U. S. Motor gasoline, 59 octane and below 
in the open market, prices for this grade are discontinued. Quotatiors nominally 
are 0.25c below those for 60-64 octane grade. 


Water White Kerosine 
Prices Dec. 23 


New York harbor... ree Savannah district.... 5.50 
N. Y. harbor, barges. . 5.425 Jacksonville district. 5.50 
Philadelphia district. . see Portland district.... 5.50 
Baltimore district. 5.25 Boston district...... 5.25 
Norfolk district. 5.25 Boston dist., barges. §.125 
Wilmington, N. “om B25 Providence district... 5.25 
Charleston, S. C., dist §.25 Providence, barges... $125 
*Fuel Oils 
Prices Dec. 23 New York New York Philadelphia 
harbor harbor, barges district 
eg cami cag Camews ae 5.25 §.125 5.25 
Sy Seer 4.25 4.00 -— 4.125 4.25 
OS ee 4.25 4.00 — 4.125 4.25 
| Seer 3.875-— 4.00 3.75 — 3.875 3.875 
No. 5 oa barrel) ST RS oe are $1.15 
No. 6 (per barrel) eee. = «s Baas $0.95 
Baltimore ‘Beston 
district district 
rare etre 5:25 5.25 
ee eR Se slit ie sg 4.25 4.25 
a: eee ei cae es 4.25 4.25 
OS Sargeras ee 3.875 4 00 
No. 5 (per barrel)... .... $1.15 $1.25 
No. 6 (per barrel)........ $0.95 $0.95 
Boston dist Providence Providence 
barges district dist., barges 
UD REE Sree 5.125 5.25 5.125 
Ee. chiukaksene aa es 4.125 4.25 4.125 
Oe ES Re ae eee 4.125 4.25 4.125 
kL Se aE RR 3.875 4.00 3.875 


*Fuel oils meet specifications of U. S. Commercial Srantaete C$12-35. 


Bunker Oil Diesel Oil Gas ou Diesel Oil 
— Ships’ 28-34 Shore 
Bunker Gravity Plants 
Per Barrel Per barrel Per gallon Per gallon 
New York harbor. . *$0 .95 *31.65 4.25 4.25 
Philadelphia dist.... *$0.95 *31.65 4.25 (owe 
Baltimore district. . *$0.95 31.65 4.25 saa 
Norfolk district... . *$0.95 31.65 4.25 oe 
Charleston district. . $0.90 $1.65 oe heeds 
Savannah district... $0 .90 $1.65 4.50 
——— mts <.. $0 .90 $1.65 4.50 
ampa district... .. $0.90 $1.65 ae 
Portland district... $1.05 $1.75 z 
Boston district..... $0.95 *31.65 
Providence district. $0.95 $1.65 


®Lighterage for bunker oil, Sc per bbl. additional; for Diceel oil, 6. ten per ; bbl. 


edditional. 


Pacific Export 


(Quotations are at seaboard, Los Angeles, in cargo lots, cents per gallon, 
exc*pt where otherwise noted.) 











Pricee— Dec. 23 Dec. 16 Dec. 9 

§3-5§ U. S. Motor........ 5.00 — 5.50 5.00 - 5.50 5.00 - 5.50 
400 e.p. blend 65 Octane ae 

ee en, Oe ere 5.25 - 6.00 §.25 -— 6.00 5.25 - 6.00 
$8-40 w.w. kerosine, 150 

ee EOE eee 4.25 -— 5.00 4.25 -— 5.00 4.25 - 5.00 
41-43 w.w. kerosine....... 4.50 - 5.00 4.50 - 5.00 4.50 - 5.00 
44 water white kerosine. 5.00 5.00 5.00 
Prime wh. kerosine....... 4.00 — 4.50 4.00 - 4 4.00 - 4.50 
In Cargo lots, per barrel 
Diesel. uel oil, above 23.9° $1.05 -$1.15 $1.05 -$1.15 $1.05 -$1.15 
Diesel fuel oil, under 23.9° $1.00 —$1.05 $1.00 —$1.05 $1.00 -$1.05 
eae $1.05 -$1.10 $1.05 -$1.10 $1.05 -$1.10 
Grade C fuel oil.......... $0.80 -—$0.85 $0.80 -$0.85 $0.80 -$0.85 
la Ships’ Bunkers, or deep tank lots, per barrel: 
Diesel fuel oil, above 23.9 : x 

Rr $1.125-$1.15 $1.125-$1.15 $1.125-$1.15 
Diesel, under 23.9 gravity $1.025-$1.05 $1.025-$1.05 $1.025-$1.05 
Grade C fuel oil.......... $0.825-$0.85 $0.825-$0.85 $0.825-$0.85 
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Pacific Export (cont’d) Dec. 23 Dec. 16 Dec. 9 
Cased Goods: 
Gasoline, U.S. Motor..... $1.40 -$1.50 $1.40 -$1.50 $1.40 -$1.50 
Gasoline, 400 e.p. blend... $1.60 -$1.75 $1.60 -$1.75 $1.60 -$1.75 
38-40 w.w. kerosine, 150 
ke $1.15 -$1.30 $1.15 -$1.30 $1.15 -$1.30 
Kerosine, prime white... .. $1.15 -$1.20 $1.15 -$1.20 $1.15 -$1.20 
New York Export 
(Prices in cents per gallon in barrels, F.a.s. New York) 
Cylinder Oils (Pennsylvania Products) 
Dec. 23 Dec. 16 Dec. 9 
Bright stock. 
Light, 25 pour point 26.00 26.00 26.0€ 
Dark, 25 pour point 25.50 25.50 25.5 
Neutral oil: 
200 3 color, 25 pour pt 29.50 29.50 29.50 
150 3 color, 25 pour pt 25.00 25.00 25.00 
600 Warren E filtered. . 20.00 20.00 20.00 
stm. refd. unfiltered .. 16.50 16.50 16.50 
650 stm. rfd. unfiltered 18.00 18.00 18.00 
600 flash, steam refined 19.00 19.00 19.00 
630 flash steam refined . 24.00 24.00 24.00 
Wax Domestic and Export 
(Prices in cents per pound. Tests made by A. S. T. M. methods. Meltin 
points shown below, however, are M. P., 3° higher than A. S. T. 
(E. M. P.) re oiats. Export prices are f.a.s. carload lots. Domestic 


prices are f.o.b 


. refineries in New York and New 


Orleans a ip 
) 


bags, carload lots, with 0.2c discount allowed for shipment in 


New York New Orleans 

Prices—Dec. 23 Domestic Export Domestic Expert 
124-6 Y.C. scale..... 2.29 ~ 2.55 2529 = 2:95 22535 = 2298 298 = 4-35 
122-4 W.C. ecale.... 2.25 — 2.35 2.25 — 2.35 2.25 = 2.35 2.25 — 2.35 
124-6 W.C. ecale.... 2.25 — 2.35 2.25 — 2.35 2.25 = 2.35 2.25 — 2.35 
123-5 Fully refined. 4.45 3.875 4.45 3.875 
125-7 Fully refined. 4.55 4.00 4.55 4.00 
128-30 Fully refined.. 4.80 4.25 4.80 4.25 
130-2 Fully refined. 5.05 4.50 5.05 4.50 
133-5 Fully refined. *5 35 5.00 5.93 5.00 
135-7 Fully refined. *5.60 5.20 ee bata 

*Shipment ether in bags or in bulk 


Gulf Coast 


Prices are t.o.b. Gulf oil te 


prices specified to the contrary. 


barrels or m 


rminals representing selicie  -prasous carey. 
Prices cover bulk shipmn-nte + 201 


ore, unless otherwise noted 


Motor Gasoline 


For Domestic Shipment 
Prices— 
59 octane and below...... 


60-64 octane number...... -¥ 
65 octane and above..... ¥ 


No. 1 Fuel oil 
No. 2 Fuel oil 
No. 4 Fuel oil 


41-43 w.w........ 


For Export Shipment 


U. S. Motor gasoline...... 
60-62, 400 e.p. gasoline... . 
61-63, 390 e.p. gasoline.... 
64-66, 375 e.p. gasoline. ... 
U. S. Motor, cases (cargoes) 
64-66, 375 e.p. cases Tear. 

goes)... 


44 water white....... 
41-43 water white... 
41-43 prime white. 

W.W., cases (cargoes). . 
P.W.. ‘cases (cargoes)..... 


th 


Gas 


$1. 


For Domestic and/or Export Shipment 


*26-30 translucent gas oil 3. 
*30 plus translucent gas oi] 3. 


*30 plus transp. gas oil.... 
Diesel Oil Ships’ bunkers. . 
rade bunker oil, for 
ships’ bunkers, per bbl... 
Grade C bunker oil, per 
bbl. in cargoes......... 


Less than \% of 1% sulphur. 


Dec. 23 Dec. 16 Dec. 9 
eb 5.375 5 375 
50 -— 5.625 5.50 — 5.625 5.50 
625- 5.75 §.625- 5.75 5.625 
Fuel Oils 
4.00 4.00 4.00 
3.25 3.25 3.25 
3.00 3.00 3.00 
Kerosine 
4.00 4.00 4.00 
Gasoline 
5.375 5.375 re 
5.50 5.50 5.50 
5.625 5.625 5.625 
Pe 5.75 5.75 
20 -$1.25 $1.20 -$1.25 $1.20 -$1.25 
25 -$1.30 $1.25 -$1.30 $1.25 -$1.3 
Kerosine 
4.25 4.25 4.25 
875- 4.00 3.875—- 4.00 3.875- 4.00 
3.875 3.875 3.875 
1.15 -$1.20 $1.15 -$1.20 $1.15 -$1.20 
10 -$1.15 $1.10 -B1.15 = $1.10 -$1.15 
and Bunker Oils 
125- 3.25 3.125- 3.25 3.125- 3.25 
125- 3.25 = 3.125- 3.25 3.125- 3.25 
3.25 5.25 o.a5 
T$1.50 t$1.50 t$1.50 
$0.80 t$0.80 t$0.80 
$0.70 $0.70 $0.70 


tLighterage 5c per bbl additional 


(Continued on next page) 
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Seaboard Markets, Export and Coastwise 


Where § mark is shown, prices are per barrel of 42 U. S. gallons. Prices Do Not Include Federal Tas 














(Continued from preceding page) South Texas Lubricating Oils (cont’d) 
Mexican Crude and Bunker Oils Unfiltered Pales (cont’d) 
(F.o.b. Steamer. Tampico) Pricee— Dec. 23 Dec. 16 Dec. 9 
Prices— Dec. 23 Dec. 16 Dec. 9 MU Bia ckdcinsicea snd 7.00 — 7.50 7.00 — 7.50 7.00 — 7.50 
inhs Minis iene tan SUE SEs sc occacc cece 7.875- 8.50  7.875— 8.50  7.875- 8.50 
to be paid, per bbl...... $0.88 -$0.90 $0.88 -$0.90 $0.88 -$0.90 | 730,.No4,........-...-- Ha pe RS ert SS = eS 
Grade Cc bunker oil ships’ Oe Beccccccoceccce -2¥ - ‘ - e . = ° 
 wuatieee, tease ald, pee SOOO No. 4... 5c nceeese 9.75 -10.25 9.75 -10.25 9.75 -10.25 
as Shania 0.80 0.80 $0. 80 
~ . Red Oils: 
Mid-Continent Lubricating Oils Vis. Color 
Pri im cents per gallon in bbls. f.a.s. Gulf terminals. In drums and ol. ot AOR ee 5.50 -— 6.00 5.50 - 6.00 5.50 — 6.00 
nes “ae faorda, .5¢ to lc higher per gal. in some instances.) po SE ee 6.125— 6.75 6.125- 6.75 6.125- 6.75 
190-200 vis. D 210 brt. stk. 25.00 -25.50 25.00 -25.50 25.00 doe 2 QapeRORRRbee ee ee ee RS ea 
150-160 vis. D210 brt. stk.: Oc. WDeccesecesesece * - © 2 » -625 - e 
9-10 ry t 22 50 22 50 22 50 750 No. 5-6 seeereresesese 9.00 > 9.50 9 00 - 9.50 9. - 9.50 
Po} oenlh = << -ghaladia 2200 32°00 2200 1908 We. $6...0..00s000.. 9.50 -10.00  9.50-10.00 9.50 -10.00 
lina... 31.50 71°50 21.50 2000 No. 5-6.......00.00. 9.75 -10.25 = 9.75 -10.25 9.75 -10.25 
150-160 vis. #210 bre. otk. 21.50 21.50 21.50 Note: Red oil prices shown above cover oils with green cast; prices for blue caet 
120 vis. D 210 bright stock 21.00 21.00 21.00 red oils are slightly lower in some cases. 
= No. 3 color neutral 
oil: 
0-10 pour point....... 17.25 -17.50 17.25 -17.50 17.25 -17.50 
15-30 pour point....... 16.25 -16.50 16.25 -16.50 16.25 -16.50 Tanker Rates 
200 vis. No.3 color neutral 
a our point 17.75 -18.00 17.75 -18.00 17.75 -18. (Approximate tanker freight rates to Continental ports, in —— 
15-30 panne aaa 16.75 -17.00 16.75 -17.00 16.75 -17.00 per ton of 2240 pounds, British sterling: to U. S. ports, cents per barrel 
600 ar. olive green........ 12.00 -12.50 12.00 -12.50 12.00 -12.50 Crude &/or Fuel Refined Oil & /or Spirite 
600 s.r. dark green........ 10.00 -—10.50 10.00 -10.50 10.00 -10.50 Rates—Dec. 23 Last Paid Owners Ask Last Paid Owners Ask 
GS) or... scores eee ees 0 15.50 15.50 Calif. U.K./Continent*.. —14/ 15 /-16/ 15/ 15 /3-16/3 
Gulf-U.K. /Continent*... 13/ 14/-15/ 14/6 14/6-15/ 
ere agate: 5 ak aa 46c 50-52¢ 42c 48-50c 
not E. of N. Y. 
South Texas Lubricating Oils Gulf-N. Atlantic®®...... £30c $30c 32¢ 33-34e 
(Viscosity at 100° F. pour test 0. Tanker, f.0.b. Gulf oil terminals, for (not E. of N. Y.) 
, export shipment) Note: Dirty boat quotations are enlarged to cover, “Fuel and Light Crude” 
Usfiltered Pale Oils: quotations. 
Vis. - *Continental ports in range between Bordeaux and Hamburg, both inclusive 
100 ne ; jeer ere eo 3 pie eo > - - ‘= **Venezuela loading same rate: Tampico 2c to 3c per bbl. additional. 
eer 6.375— 7. ota” be .375- 7. 





preferred and may constitute 80 per 
cent or more of the catalyst mixture 
and in most cases is over 30 per cent 
by weight. Temperatures as high as 
250°C. and pressures up to several 
hundred pounds per square inch may 
be used without danger of over-poly- 
merization. 

The catalysts 
ated. 


are readily regener- 


as ~ K 
Cracking. No. 2 018 708, issued Oct. 
29, 1935; filed June 1, 1931; Carbon P. 
Dubbs, assignor to Universal Oil Prod- 
ucts Co.; one diagram; 3 claims. 


FEATURE is the withdrawal of 
Aine vapors from the reaction zone 
ai a point remote from the point of in- 
troduction while separately withdraw- 
ing the non-vaporized residue. This 
permits prolonged and uniform treat- 


ment and prevents over- or under- 
cracking. 
Process comprises cracking in a 


heating zone, discharge through an en- 
larged reaction zone at superatmos- 
pheric pressure, discharging the vapors 
and oil into the lower and upper por- 
tions respectively of a reduced pres- 
sure zone where vapors flow counter- 
current to non-vaporous residue, re- 
moving the residue and isolating it, 
subjecting the vapors to fractionation 
1o condense the heavier fractions as re- 
flux condensate, returning regulated 
portions of the reflux condensate to the 
heating zone and merging with the 
stream of charging stock, removing the 
vapors remaining uncondensed after 


December 25, 1935 


fractionation and condensing and col- 
lecting, 
a * * 

Cracking. No. 2 018 654, issued Oct. 
29, 1935; filed Oct. 13, 1926; J. C. 
Black, assignor to Gasoline Products 
Co.; one diagram; 13 claims. 


CONTINUOUS process for crack- 
Ain: and distilling oil which com- 
prises cracking oil under pressure in a 
coil in a relatively hot section of a fur- 
nace; vaporizing the oil, fractionating 
and condensing the vapors, and with- 
drawing the condensate; heating and 
vaporizing a part of another oil in an- 
other coil in a relatively cooler section 
of the furnace; fractionating this oil 
and separately withdrawing from the 
fractionating zone a residuum, a con- 
densate and lower boiling vapors; in- 
jecting a portion of this condensate 
into the final passes of the first men- 
tioned coil with the hottest oil to pre- 


vent over-cracking, and cracking the 
cool injected oil. 
* * a 


lubricants. No. 2 018 715, issued 
Oct. 29, 1935; filed Dec. 29, 1934; 
S. C. Fulton, assignor to Standard Oil 
Development Co.; 6 claims, 

MPROVEMENT of low grade lubri- 
Santas oils by selectively condensing 
the undesirable constituents to higher 
molecular compounds with formalde- 
hyde followed by their removal either 
by recovering the oil as overhead in a 
distillation or by solvent extraction. 

Process comprises condensation with 
a mixture of sulfuric acid and glacial 


tRates for heavy crude or fuel le to 4c higher than for light crude. 


acetic acid and formaldehyde in such 
proportions that the concentration of 
the sulfuric acid is not higher than the 
one corresponding to the following 
mixture: 1 part by weight of 66° 
Baume sulfuric acid, 1 part by weight 


of glacial acetic acid and 1 part by 
weight of formaldehyde. 
The formaldehyde acts as a con- 


densing agent, the sulfuric acid as a 
catalyst for the condensation reaction, 
while the acetic acid probably acts as 
an oil solvent. 


Crude Price Changes 


ASHLAND, Ky.—On Dec. 19 Ash- 
land Oil & Transportation Co. posted 


two prices for Somerset, Ky. crude, 
which amounted to an advance of 
7 to 15 cents. Its new prices are: 
Big Sandy River production, which 
includes oil from wells served by 
Ashland lines in Morgan, Magoffin, 
Johnson, Lawrence and Elliott coun- 
ties, $1.20 per barrel; Kentucky 
River production, which includes 


Estill, Lee, Owsley, Powell and Wolfe 


counties, $1.28. Former price was 
$1.13 for Somerset crude. 
The company says that this ad- 


vance was made ‘‘in the hope that ad- 
ditional revenues to producers will 
stimulate rehabilitating of properties 
and to encourage repressuring opera- 
tions in all fields.’ 

The new schedule is in recognition 
of the generally known superior refin- 
ing qualities of the average run of oil 
from the Kentucky River district, ac- 
cording to Paul Blazer, president, 
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On the Lazy Bench 





Salesman: “These stockings 
the very latest patterns, fast colors, 
hole-proof, won’t shrink, priced far 
lower than elsewhere, and a very good 
yern.°" 

Girl: 


are 


“Yes, and you tell it well.’’ 
—The Armstrong Trap, 
Armstrong Machine Works 

-NPN 
Fair Warning 
“The Lincoln Highway has signs all 
along warning the petters.”’ 
“What do the signs say?” 
“Beware of soft shoulders.” 
The Pure Oil News, 
The Pure Oil Co 
NPN 


Considerate 


Boss: “Well, Pat, so you want to 
leave the works. Are your wages too 
small?” 

Pat: “The wages are all right, sor, 


but I’m afraid I’m doin’ a horse out of 
a job.” 
The Unloading Rack, 
1. Y. McDonald Mfg. Co 
NPN- 
We're Like That, Too 


Wag: “Next'to a beautiful girl, what 
is the most interesting thing in the 
world?” 

Nag: “When I’m next to a beautiful 


girl I’m not thinking of statistics.” 
—The Pure Oil News, 


The Pure Oil Co 

NPN 

Gone 
Mr. Jones: “See here, young fellow 
you mustn’t say, ‘I ain’t going.’ You 


must say ‘J am not going;’ ‘He is not 
going;’ ‘They are not ’ ‘We are 
not going.’” 

Office Boy 


going 


“Gee, ain’t nobody going?” 
Unloading Rack, 
Mfg. Co 


The 


4. Y. McDonald 


New Model Out 


Ward McMasters, formerly with 
Continental Oil Co. in its Muskogee, 
Okla., sales division and at one time 
an employe of NATIONAL PETROLEUM 
NEWS in the circulation department, has 
sent out the following announcement: 


wee 
a 


~~ 
* \ lie SY § 
) 9564 | 
MCMASTERS “BABY BOY’ | 


{ MODEL NUMGER THREE } H 


a 


— JOHN MILTON BLBS-2A01 





———— a 


WARD MCMASTERS- DESIGNER &CHIEF ENGINEER | 


HILMA MC MASTERS ~ PRODUCTION MANAGER i 
DR-CH.FALSTAD - TECHNICAL ASSISTANT 





se ss ? 
= MODEL RELEASED NOY,50,1935 2 = 





— DESCRIPTION — 


=TWO LUNG POWER = FREE SQUEALING - 

= SCREAM LINE BODY = ECONOMICAL FEED- 

= WATER COOLED EXHAUST =CHANGEABLE 
i SEAT COVERS™ 


THE MANAGEMENT ASSURES THE PUBLIC 
THERE WILL BE NO WEW MODELS DURING 
1936 

















x \ON DISPLAY AFTER Dec. 14th) & 





ee ae 1! 
NPN 

He (over phone): Is this the Sal- 
vation Army? 

Salvationelly: Yes. 

He: Do you save bad women? 

She: Yes. 

He: Well, save me a couple for 
Saturday night. 





Mother (proudly): 
Freddie, Mrs. Higgins. 
little fellow?” 

Freddie (accustomed to being shown 
off in public): “What was that clever 
thing I said yesterday, mother?” 

—Marquette Lubricator, 
Marquette Petroleum Products, Inc. 
—NPN 
A Long Search 

Son: “Say, paw, the teacher asked me 
to find the greatest common divisor.” 

Father: ‘Great heavens, is that thing 
still lost? The teacher had me hunting 
for it when I was a kid.” 

—The Unloading Rack, 
A. Y. McDonald Mfg. Co. 


-~NPN 


“This is my son, 
Isn’t he a bright 


Quite a Difference 
’Arry ’Awkins (just over): “Ow is it 
the sky is so much clearer in Chicago 
than hit is in Lunnon?” 
Night Hawk: “Oh, 
scrapers in Chicago.” 
—The Pure Oil News, 
The Pure Oil Co 
NPN- 


we have sky- 


Maybe 

Boss: ‘‘Rastus, I understand you have 
left your wife. Do you realize you are a 
deserter?” 

Rastus: ‘Mista, if you know’d dat 
lady as well as ah does, you wouldn’t 
call me a deserter. I’se a refugee.” 

-The Unloading Rack, 
A. Y. McDonald Mfg. Co 
—-NPN- 

Manager (to clerk): ‘‘What are you 
doing with your foot on the desk?” 

Clerk: “Economizing, sir. 1 lost my 
eraser and I’m using my rubber heel.” 

~—-The Pure Oil News, 
The Pure Oil Ce 
NPN 


Tears for Both 
Bill: “Imagine being a cornstalk and 
having your ears pulled by a farmer!” 
Bob: “But think of the poor potata, 
with its eves full of dirt.” 
The Unloading Rack, 
A. Y. McDonald Mfg. Co. 
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New Patents 





Prepared by R. E. Burnham, patent and 
trade-mark attorney, 511 Eleventh street, 
N. W., Washington, D. C., from whom 
copies may be obtained at the rate of 25¢ 
each. State number of patent and name 
of inventor when ordering. 


December 3, 1935 


MISCELLANEOUS 


Motor fuel—Nicolaas Max, assignor 
to Shell Development Co. Filed July 16, 
1931. No. 2,023,372. 

Stabilizing oils—Le Roy G. Story, 
Glenham, N. Y., assignor to Texas Co. 
Filed Aug. 20, 1931. No. 2,023,385. 


December 10, 1935 
REFINING 


Apparatus for oil-treating systems— 
vert T. Pummill, Augusta, Kans., as- 
signor to Socony-Vacuum Oil Co. Filed 
Aug. 25, 1932. No. 2,023,545. 

Method of contacting liquids—Fvert 
T. Mummill, assignor to Socony-Vac- 
uum Oil Co. Filed Aug. 25, 1932. No. 
2,023,546. 

Treating hydrocarbon oils—-Guy O. 
Schefstead, Craig, Ohio, assignor to 
Texas Co. Filed Feb. 10, 1928. No. 
2,023,619. 

Process for cracking heavy oils and 
apparatus therefor—Fritz Uhlmann, 
Berlin, Germany. Filed Dec. 23, 1931. 
No, 2,023,784. 

Conversion of hydrocarbon  oils-- 
Richard F. Trow, Port Arthur, Tex., as- 
signor to Texas Co. Filed May 19, 1931. 
No. 2,023,775. 

Return bend—Andrew T. Dudley, 
Port Arthur, Tex., assignor to Texas 
Co. Filed Sept. 12, 1933. No. 2,023,- 
805. 

Filter leaf structure—-William  H. 
Bacheldor, Wood River, Ill., assignor to 
Standard Oil Co. (Ind.),. Filed Feb. 27, 
1933. No. 2,023,910. 

Oil-reclaimer—Paul Williams. De- 
troit, Mich., assignor to Skinner Purit- 
fiers, Inc. Filed Mar, 31, 1933. No. 2,- 
923,986. 

Process of removing foreign matter 
from used journal-box waste oil—Wil- 
liam T. Bissell and Thomas W. Potter, 
Indianapolis, Ind., assignors to Journal 
Box Service Corp., same place. Filed 
July 20, 1934. No, 2,023,988. 

Preparation of fluorescent and pour 
point reducing bodies from petroleum 
residue—Harry Levin, Beacon, N. Y., 
assignor to Texas Co. Filed Aug. 22, 
1933. No. 2,024,106. 

Removal of wax from hydrocarbon 
oil—Bernard Y. McCarty, Beacon, N. Y.. 
and William S. Skelton. Fort Worth, 
Tex., assignors to Texas Co. Filed June 
8, 1934. No. 2,024,107. 

Method of treating and purifying mo- 
tor fuels—William M. Stratford, New 
York, N. Y., assignor to “Texas (o. 
Filed Jan. 25, 1932. No. 2,024,117 

The following to Tretolite Co.. Web- 
ster Groves, Mo., on processes of break- 
ng petroleum emulsions, as assignes 
of the inventors: 

2.023.976 Charles H. M. Roberts, 
San Marino. Calif. Filed Dec. 7, 1933. 

2.023.979 to 2.023.982 inclusive. 
‘harles N. Stehr. Alhambra, Calif. Filled 
November 12. 1934. 

2023 9938. Melvin DeGroote, St. Louis, 
md Bernhard Keiser Webster Groves, 
Mo Filed Nov. 12, 1934 

2.023.994 De Groote, and Arihur F. 
Wirtel of Richinond Heights, Mo, liled 
Nov. 12, 1934 

2.923.995 De 
Dee. 21, 1924 

2.023.996 De Groote & Keiser. Filed 
Dec, 31 934 

2.023 997 D 


Dec. 31. 1924 


Groote & Keiser. Filed 
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You can bank on our good name 





Every bank knows General American’s 
reliability. Because they know that your 
material is safe when stored with us, banks 
everywhere accept General American nego- 
tiable warehouse receipts as good collateral. 
Th s reputation is upheld by the speed and 
efficiency with which our five modern 
terminals handle every liquid commodity. 
You can bank on General American service. 


{ Subsidiary of General American Transportation Corporation 


General American’s newest terminal, at Houston, is 
the most efficient public terminal in the Southwest 
If you export or import in this territory, you certainly 
should learn about the money saving advantages it 





offers you. 
Verminals: Goodhope, La.; Westwego, La.: Corpus Christi, Texas; Houston 
Texas: Carteret, N. J. Office: 135 S. LaSalle St., Chicago, 
CAN HANDLE AN ¥ LIioutlbhL COMMOoODIT Y 


GENERAL AMERICAN TANK STORAGE & TERMINAL CO., Inc. 

















Mid-Continent Fields 








©» Groote & Keiser. Filed 


555 So. Flower Street, Los Angeles, Calif., Phone Michigan 3424 


BULK STORAGE AT LOS ANGELES HARBOR AND OAKLAND, CALIFORNI 





Everything i in Petroleum Products 


REFINERS MARKETING CO., LTD. 


— 
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- « « from CHICAGO, ILL. 


“In handling our jobber 
distributors we advise them 
in every instance to sub- 
scribe for NATIONAL PE- 
TROLEUM NEWS. We 
deem your publication as 
necessary in the oil business 
as a tank wagon or a station 


9 












...from PORT ARTHUR. TEX. 





“I re-read parts of Colonel 
Burrell’s_ refining articles 
two or three times a week. 
Have saved a lot of refining 
material appearing in the 
weekly issues of NA- 
TIONAL PETROLEUM 
NEWS.” 


- + + from OMAHA, NEB. 





“‘My company won’t buy it, 
but I’ve got to have it, so 
here is the money. Enter my 
subscription to NATIONAL 
PETROLEUM NEWS for 
another year.” 





NATIONAL 
PETROLEUM 
NEWS 


Pubtiched Beery Wetaredey 

















Send me the next 52 issues. 


















aT straight - from - the 

shoulder messages of oil men, 
telling how NATIONAL PETROLE- 
UM NEWS helps them make more 


the next 52 issues at once. 


NATIONAL PETROLEUM NEWS, 


--- from POTTSTOWN, PA. 


“Keep me on your mailing 
list forever. I am engaged 
in marketing gasoline, kero- 
sene and motor oils. 
NATIONAL PETROLE- 
UM NEWS gives me an 
insight into my merchandis- 
ing available in no other 
way except through your 
weekly.” 


- - « from DOTHAN, ALA. 


“I have only been in the oil 
business about six months 
and there is no way of 
estimating the amount of 
help NATIONAL PETRO- 
LEUM NEWS has been 
to me. It has given me some 
wonderful ideas and I cer- 
tainly recommend it to any 
one in the oil business.”’ 


.--from KINGFISHER, OKLA. 


“It’s a fine magazine... 
worth its weight in gold. 
Frequently have held up 
buying a day or two until I 
got my NATIONAL PE- 
TROLEUM NEWS for 
quotations.”’ 





Published money. 
Every 
Wednesday It can do the same for you! 
L If you are not a subscriber, send for 


=a ee MAILTODAY sa we seme emeeeeeeseeeeeen 









502 Penton Bldg., Cleveland, Ohio 


Enclosed is $5.00, rate in U. S. 
Foreign Countries, $6.50; Canada, $7.50 including duty. 
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Oil Trademarks 
For Copyright 





HE following are trademark ap- 

plications pertinent to our field 
pending in the United States Pat- 
ent office which have been passed for 
publication and are in line for early 
registration unless opposition is filed 
promptly. For further information 
address National Trade-Mark Com- 
pany, Munsey Building, Washington. 
D. C., trademark specialists. 

As an additional service feature to 
its readers, this journal gladly offers 
to them an advance search free of 
charge on any mark they may con- 
template adopting or registering. You 
may communicate with the Editor of 
this Department, or send your inquiry 
direct to the National Trade-Mark 
Company, stating that you are a read- 
er of this journal 


Picture of an Eagle, Ser. No. 327, 
158. William C. McDuffie, as receiver 
in equity for Richfield Oil Company of 
California, Los Angeles, Calif. Filed 
May 16, 1932. 

For Petroleum and Products of Pe- 
troleum With or Without Admixture of 
Other Materials, for Illuminating, 
Heating, Power Generating, Burning, 
Lubricating, Greasing, Tempering, 
Quenching, Slushing, and Flushing; 
Paraffine; Road-Dressing Oil; Mineral 
Wax: Candles; Absorbing Oil for Ben- 
zol Vapors Obtained in the Distillation 
of Coal; Naphtha; Kerosine; Petroleum 
Distillates for Engine Fuel; Benzine; 
Gasoline, 

deKent, Ser. No. 365,914. Windsor- 
Lloyd Products, Inc., Wilmington, De:. 
Filed June 7, 1935. 

For Lubricating Oils, Fuel Oils, and 
Grease Compounds. 

Red and White Label. 

BRADFORD PENN, Ser. No. 368,739. 
Bradford Penn Refining Corporation. 
Clarendon, Pa. Filed Aug. 27, 1935. 

The wording is disclaimed. 

For Motor Lubricating Oils. 

Picture of a house and trees and 
the word “TEXACO” on a red and 
black design, Ser. No. 370,156. The 
Texas Company, New York, N. Y. Filed 
Oct. 8, 1935. 

For Lubricating Oil. 

ROYAL, Ser. No. 370,303. The Gen- 
eral-Penn Refining Company, Balti- 
more, Md. Filed Oct. 12, 1935. 

For Gasoline, Kerosine, Burning Oils, 
and Fuel Oils, but Not Motor or Lu- 
bricating Oils. 


Charge Tax Evasion 


NEW YORK, Dec. 14.—The eva- 
sion of $6,000,000 in gasoline taxes 
is alleged in indictments brought by 
the Hudson County, New Jersey, grand 
jury against Max Baress, Bayonne fill- 
ing station owner, according to the 
American Petroleum Industries Com- 
mittee. 


The indictments charge that pay- 
ment due the state was evaded by in- 
creasing figures on legitimate exemp- 
tion certificates obtained from custom- 
ers and by submitting to the tax de- 
partment additional exemption certifi- 
cates made out to fictitious customers. 
it was reported. 
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Speakers Announced 


For Conventions 


MINNEAPOLIS, Dec. 21.—Five 
speakers for Northwest Petroleum As- 
sociation conventions in January were 
announced this week by Elwin E. 
Hadlick, association president, in a 
preliminary announcement of the pro- 
grams, 


Speakers who will address. both 
conventions are: 


L. E. Phillips, former executive 
committee chairman of the Phillips 
Petroleum Co., on ‘‘Can We Pay The 
Price?”’ 

N. O. Webber, Anderson Co., Gary, 
Ind., on ‘“‘A Viewpoint of Automotive 
Replacements for Distributors of Pe- 
troleum Products.” 

The North Dakota division conven- 
tion will be held Jan. 13 and 14 at the 
Waldorf hotel, Fargo. The Minnesota 
division will meet Jan. 16 and 17 at 
the Ryan hotel in St. Paul. 


W. J. Flannigan, commissioner of 
highways, Bismarck, will address the 
North Dakota convention on road de- 
velopment problems, 


Two speakers at the Minnesota con- 
vention are: 

Frank C. Berry, safety director of 
the Minneapolis Auto Club, on ‘‘The 
Mile A Minute Boys.’’ 

R. D. Marshall, Williams Oil-O-Matie 
Heating Corp., Bloomington, IIll., on 
“Three Times Four.’’ 

Other speakers on both programs 
are to be announced later. 


Brooklyn Price War Brings 
Gasoline Down 3 Cents 


NEW YORK, Dec. 23.—The price 
war which broke out in Brooklyn 
(Kings county) late last week and re- 
sulted in a 3-cent cut in service sta- 
tion gasoline prices by Socony-Vacuum 
Oil Co. and other distributors, has 
spread to other parts of Long Island. 

Service station prices were cut in 
Brooklyn (Kings county) on December 
20, to 11.3 cents service station and 
8.8 cents tank wagon to split dealers, 
not including 5 cents taxes. Prices in 
Queens and Nassau counties were re- 
duced 3-cents and west Suffolk county, 
Long Island cut 2.5 cents on December 
23 as the price war spread. 

While Socony made no official an- 
nouncement giving reasons for the re- 
ductions, opinion in the trade was that 
they were to meet the price competi- 
tion of some independent retailers 
handling major company branded 
products, 

Several times during the past sum 
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mer and fall major company dealers 
have lowered their prices in the Brook- 
lyn area to six gallons for $0.98 in- 
cluding taxes. However, prices were 


maintained at normal levels at the | 


company owned stations and the deal- 
ers then came back up in their prices. 
The dealers making the reductions 
contended that a number of stations 
were giving secret rebates of 2 cents a 
gallon and that they were meeting this 
secret slashing with an open price cut. 
Retail prices in the metropolitan 
New York area, as well as margins to 
dealers, have been above the normal] 
prevailing over the remainder of So- 
cony’s New York and New England 
territory. The normal discount over 
the territory is 4 cents to undivided 
and 3.5 cents to divided dealers. Un- 
divided dealers receive 4.75 cents and 
divided dealers 4.25 cents in the Bor- 
oughs of Manhattan and Bronx (New 
York city) and 4.25 cents and 3.75 
cents respectively in Staten Island. The 
previous margin in Brooklyn was 4.5 
cents to undivided dealers, but was re- 
duced to 3 cents on December 20. 


Petroleum Tax Payments 


Rise in 1935 


NEW YORK, Dec. 21.—Tax collec- 
tions in 1935 will amount to more than 
$1,125,000,000 on the petroleum in- 
dustry, its products and customers, ac- 
cording to preliminary estimates of the 
American Petroleum Industries Com- 
mittee. Approximately $265,000,000 
will go to the federal government and 
$860,000,000 to state and local gov- 
ernments, it was believed. 

The estimate of per barrel taxes for 
1935, as made by the Institute, is: 


Tax per 

Amount barrel 

State gasoline taxes.. $625,000,000 $.630 

Federal gasoline taxes.......... 170,000,000 171 
Real and personal property 

taxes : 135,000,000 .136 
Income taxes (federal, state 

SE IEEE kisancentetce 60,000,000 .061 


Severance’ taxes (state, 
county and municipal)... 
Federal! lubricating oil 
RI sevcncenccccinistimninanaienasiniitins 29,037,648 .029 


30,000,000 031 


Federal pipe line taxes........ 9,344,748 .009 
Federal tax on crude proc- 

OEE scancineniiabeisintnasininerasuets 1,634,000 -002 
Municipal gasoline taxes.... 10,000,000 011 
License fees on tank trucks 10,000,000 011 
Capital stock tax .................. 9,955,000 .010 
Federal and state excise 

taxes on trucks and other 

IIE. asacicsocsscccnsadeuneniiotees 7,952,380 .008 
Federal taxes on tires.. 4,132,660 .004 
Corporation franchise, 

stock, mercantile li- 

censes and _ inspection 

CIEE eivisctrcciccivccmruticmmmacions 3,750,000 .004 
State inspection fees and 

drilling permits ................ 8,620,000 -004 
Federal taxes on parts and 

accessories for tank 

IIE acu cstscaccatuacicuniaiacs : 683,120 -001 
State sales taxes on truck 

RE Penne 437,270 001 
Import taxes 4,750,000 005 
Other taxes ............ 10,000,000 .011 

Total vtassibseaheon stacainesedaessl Qi anenan nanan $1.14 
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SELLING AT STATIONS 


As Seen by N. P. N. From the Road 





Battery Frozen in Ice 


Attracts Motorists 


Toys for the most part are 
only used as toys, but there 
are times when they can be put 
to wise use even when it comes 
to selling batteries and petrole- 
um products. 

According to the October is- 
sue of The Esso Dealers, W. G. 
Martin, service manager of 
Meares Service station in 
Charlotte, N. C., used a toy 
train in a scheme that attracted 
more than 1000 motorists to 
his station and enabled him to 
advertise the story of his prod- 
ucts. 

Mr. Martin obtained the co- 
operation of a local ice manu- 
facturing concern in freezing a 
battery in the middle of a 200- 
pound block of ice. The ice 
eake with battery and all was 


a cerririco ‘Meee 
WATER . 


BATTERY 
. SERVICE , 


Demonstration of an Atlas battery frozen in ice at a Charlotte, N. 





placed on the pump island of the 
Meares station and the battery 
was connected to a toy train. On 
power furnished by the battery, 
the train ran all day long on 
tracks which were set up around 
the cooling display. 

After 12 hours, the ice was 
melted beyond recognition, but 
the idea had proved to be a real 
magnet in securing the atten- 
tion of motorists. 


He “Axed” ‘Em 


TULSA—T. E. Thomas, col- 
ored porter at Texaco Service 
Station No. 1 here, is an em- 
ploye who does more than is re- 
quired of him. Selling didn’t 
look so hard to him, so he tried 
it, and in one day he sold 103 
pounds of grease. Some of the 
other station employes looked 
on and marveled. The oper- 
ator asked him how he had done 





“onurtesy The Esso Dealer 


C., station. 


Left to right, W. E. Meares, station operator; L. H. Smith, Esso marketers 
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representative; and W. G. Martin, service manager who thought up the idea 





it. ‘“‘Well suh, boss,’ replied 
Thomas grinningly, “I jest axed 
"em to buy.’—The Texaco 
Mission. 


Combination Wash Offer 


Brings In Customers 


The advertising of a combina- 
tion service job on hand bills 
distributed inautomobiles 
parked in the vicinity of the sta- 
tion has been profitable for 
Jackson’s Service Station, Grand 
and 16th St., Des Moines. 


The first combination offer 
was a car wash and a motor 
cleaning job for $1.39. The sta- 
tion’s customary auto wash 
price is $1, but motor cleaning 
jobs have slumped to the point 
that it is almost a forgotten 
part of the station’s service. 


Cost on the motor cleaning 
jobis nominal. About a pint of 
kerosine is placed in an old 
spray gun and squirted over the 
motor block. After the block 
soaks for about ten minutes the 
dirt is removed by flushing with 
hot water. 

Hand bills offering the com- 
bination for one week only were 
distributed toautomobiles 
parked near the station. The 
bills were distributed eight 
blocks each way on Grand Ave., 
the main east-west street pass- 
ing the station, and_ several 
blocks in the north-south direc- 
tion near the station. 


Customers buying the combi- 
nation provided a mailing list. 
Names were obtained from the 
license registration card carried 
in the auto, or through check- 
ing license numbers. 

Several days after buying the 
service the customer received a 
follow-up ‘“thank-you”’ letter. 
Another follow-up piece was 
The Texas Co.’s post card ad- 
vertising the Jumbo Fire-Chief 
radio program. 
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Start 1936 with Da-Rite! 


RIGHT NOW is the time for service station and bulk station 
owners to prepare to install the Da-Rite daily sales and stock 


inventory system. 


Service and bulk station operators have more time now to start the 
system than later in the season, when gallonage runs heavier. Then, 
too, it is easier to start off with a new calendar year than to change 


later on. 


Shave Your Profits — Check Your Outgo Against Your 
Income Daily. Stop Controllable Cash and Stock Losses. 


Gasolines are affected by temperature changes, and evaporation, but that 
is nO reason why you must suffer excessive losses and believe that they are 


inevitable. 


Read What These Users Say: 


We have eliminated losses with the Da-Rite system that we had always thought 


were unavoidable losses. 
We always know how our stations stand since we put in the Da-Rite System. 
It serves our purpose better than any other form we have found. 


Its use has saved us many times the cost— 





A Simplified Bookkeeping System ica lniiaiaicae 


For the Station Owner or Licensee 


This all-in-one book system was es- 
pecially designed for the _ individual 
service station operator or operator of 
small jobbing business—wherein the 
operator is his own bookkeeper. Com- 
plete instructions show what to do and 
how to do it. 


1213 West Third Street, Cleveland, Ohio. 


Send the following Da-Rite Report Forms at once: 


ee eer Books of Da-Rite Bulk Station daily report forms 
(32 originals and duplicate, price $1.25) 
(64 originals without duplicates, price $1.50) 


| 
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PPR eee rrr Books of Da-Rite Service Station daily report forms 
(32 originals and duplicate, price $1.25) 
(64 originals without duplicates, price $1.50) 


Keeps accurate daily, monthly and 
yearly records including those for Tax 
reports. Hundreds now in use. Sold on 
money back basis, if not satisfied. Stop 
guessing—know where you stand. Send 


for ene today. Price only $3.00 postpaid for single > “ene ee ee 
Good for a year’s business Much less in NAME 





pacing ae 
for — price 
ist. 


() Check here for Bookkeeping System 


| 
| 
| 
| Prices quoted are Enclosed is check for $ 
books 
| 
Use Coupon for Address | 
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. . . 
Transactions in Oil Stocks on New York Stock Exchange 
‘Last Transactions Week Ended Dec. 21 
1934 1935 Listed Par Current Div. Sales Week's 
High Low High Low Shares Value Company Dividend Paid Shares High Low’ Last Change 
55% 39 77% 48% 788,675 N.P. Amerada Corp................0. 50cQ Oct. 31, 35 3,800 *78 73% #2 +4% 
40% 29% 40% 29% 2,290,412 $25 Associated Oil Co.............. 45c June 25, 35 100s ¥41 39 41 +] 
35% 21 re. 28 20% 2,696,652 25 Atlantic Refining Co.... I 25cQ Sept. 16, 35 32,500 2714 26 27 + | 
10 5% 14% 5% 2,258,779 5 Barnsdall Corp...... ey ee 20c Nov. 1, 35 45,000 *14% 131 144% + %& 
9% 5 9h 6% 1,444,970 N.P. Colonial Beacon Oil Co es : ‘ 120 9 8 8 — | 
14% 7% ii 6% 13,996,072 N.P. Consolidated Oil Corp... Se 25¢ Oct. 10, 35 86,400 *11% 105 y+ 3 
112% 108 112% 109 132,771 $100 Se Se ee ; a $2Q Nov. 15, 35 1800 111% 111% 111% 0 
22% 15% 30% 15% 4,722,652 5 Continental Oil Co...... ; 25c Oct. 31, 35 76,400 *32% 29% 32 + 2 
23% 12 22% 11% 413,333 $10 General Asphalt Co... ee ee ; i 4,300 21% 2034 21% 1 
29% «412 17% 9% 95,841 100 Houston Oil Co....... ne err WE Fe nee wena ae 
55% 46 7 1% 678.234 25 Ope SRE - 6,800 6% 6% 6% 4 
4% 62% ~—=CS HCO 1,207,132 10 Indian Refining Co............. : 1,800 5% 4% 5 0 
3% % 1K % 1,309,060 N.P. Louisiana Oil Ref’g. Corp....... 67,600 1 be 0) 8 
23% 7% #15 4% 40,000 $100 . ee eee ; 390 13% 11 13 + | 
3% 1% 3 1 330,008 N.P. Maracaibo Oil Exploration Co. : 2,500 2% 2% 2% — & 
14% 9% 18% 9% 1,857,912 $10 Mid-Continent Pet. Corp...... 25¢ Dec. 2, 35 12,800 184 16% 18% + ky 
ist s&s 14% 9% 6,563,377 N.P. EO ee ere 15¢ Dec. 14, 35 47,300 134 12 3% + & 
11% 10% 12 10% 4,699,885 $5 Pan Amer. Pet. & Transp. Co..... a 700 §=6*13% 12% 13% +1! 
2% % 1% yy, 199,370 N.P. Panhandle Prod. & Ref’g. Co... : 800 1% 1 1% + }, 
21% 7 20 6% 17,994 $100 PU NN ay 5g Wise, oan ier alo Ki oe , 120 19 18 18 1 
14% 8% 12% 7% 2,153,444 5 Petroleum Corp. of America.... 33¢ Ocr.. 31, 35 4,700 12% 1134 12% + 1, 
20%, 138 37% 13% 4,439,450 N.P. Phillips Petroleum Co......... 25cQC Nov. 30, 35 24,900 37% 36% 36%+ kh 
1% % +&1Y% A 1,184,817 $25 go Bi et Pere ere ; 4,900 1 % 0 
1034 4% 8 2% 150,000 100 OR” ERR arr eee on 1,400 734 68 7% + & 
2 34 1% 5% 2,500,000 N.P. Pierce Petroleum Corp.. pedir : 6,600 134 1 15% - k& 
1634 74% 12% 6% 1,050,000 $5 ep. are : 25cQ Mar. 30, 35 5,000 12% 11% 12 0 
14% 6% 16% 5% 3,038,370 N.P. oO ere rece } 49,300 16 15% 16 + 
63 33% 101 3434 167,640 100 do 6 td rrr re Aas 1,100 103 101 101 0 
80 49° 119% 49% 130,000 $100 We VO SI cco n ocean e 630 117% 116 116 oo H9 
39% 28% 48% 29% 425,342 a Royal alg Co. im. ¥. eempied $1.70 Aug. 1, 35 700 46% 45 34 46% 8 
38% 20% 35% 20% 1,244,383 N.P. Seaboard Oil of Del. : 35cQ Dec. 14, 35 19,200 34 30% 33% +2 
26% 19 38% 20% 56,148 £2 Shell Transport & Trading Gon.. $1. 237 July 24, 35 250 38% 37% 37% 3 
11% 6 16% 5% _~ 13,070,625 N.P. Shell Union Oil Corp.. eens np em . 16,700 15% 14% 15% + 1 
89 57 111 63% 400,000 $100 do pfd w.w. a Ne eee : rere 900 109% 108 a 
17% 7% 18% 4% 461,000 10 Simms Petroleum Co........... **31.25 Oct. 18, 35 6,200 5% 5 0 
11% 6 17 6% 1,100,069 25 Skelly Oil Co.. Pants acca eters ee astecd re 15,400 *191% 16% 13 + 2 
68% 51% 111 60 120,000 100 SS BAe ee eee ae iateay » \inmerpeemve ciate 800 *115 111 115 + 5 
19% 12% 15% 10% 31,701,348 15 Socony Vacuum Oil Co......... se Sept. 16, 35 74,600 14% 13% 144% + %& 
114 96% 116 111 764,925 100 S. O. Export Corp. pfd 03 $2.50S.A. — 29, 35 1,300 113 111 113 + 3, 
42% 26% 38% 27% = 13,102,900 N.P. i Oe ne are 25cQ ec. 16, 35 18,500 37% 36% 37% a 
323, 23% 30% 23 15,215,677 $25 Oe ES Ee Poe enete 25¢ Dec. 16, 35 44,300 *31% 29% 31 + 1 
41 26 32 20 146,542 10 ee NES ces ce caaeweccy se S0c Oct. 31, 34 200 27% 26% 26% 1% 
50% 39% 50% 35% 25,740,965 = 2¢ New Saeey......+. c. - Dec. 16, 35 35,900 4914 48% 483; 4 %& 
744% 51% 77 60% 1,590,406 N.P. Be is i ono ka de baw * 25cQC Dec. 16, 35 4,100 71 69% 71 +1 
118 100 = 121 115% 100,000 $100 do Am Oe re aa $1.50Q Dec. 2, 35 490 119% 118% 119 — % 
3 1\% Af 1% 966,979 $1 Superior Oil Corp. (Del.)...... oes ey 22,900 3% 3 3%— k 
29% 19% 26 16% 9,851,236 $25 ee eee 25cQ Get. 1,55 79,000 *2814 26% 28% +1% 
6 2 9% 3% 930,570 10 Texas Pacific Coal & Oil Co.... Be C(t‘ 7,900 8 7% s + 4 
144% 8 Wes, 7% 5,998,919 N.P. Tide Water Associated Oil Co... Peeks > araisin\acotemens 38,800 *14% 12% 144% +1 
87 644% 104 84 695,503 $100 et he | Sere $1.50 Oct. 1, 35 1,100 102% 100% 100% + %& 
40 24 64 26% 2,191,823 N.P. TAOO Wate TO Cee oo ois ci ccs 50c Sept. 30, 35 240 43% 42 43% + kh 
20% 411% 22 14% 4,386,070 25 Union Oil of California........ 25cQ Nov. 9, 35 6,400 22% 21% 22 + 3}, 
25% 15% 26 20% 1,200,000 N.P. eon Tent Car Co....666.5 30cQ Dec. 2, 35 2,600 235% 22 22 — 1 
3% l 1 i 759,538 N.P. ae Quinlan Co.. BES  preedivanates 3,400 1% 1 1 
5% = 3 l 431,443 $5 . F. Wilcox Oil & Gas Co.. ase Lemans : 700 3 2% 2% - 1 
*New high. tNew low. x Ex-div. **Dividends of liquidation. {Stock dividend. a Par 33 1/3 florins. 
C Paid 25c extra Nov. 30, 35. 
Standard Oil Stocks on New York Curb Market 
Last Transactions Week Ended Dec. 21 
1934 1935 Shares Par ; Current Div. Sales Week's 
High Low High Low Issued Value Company - Dividend Paid Shares High Low Last Change 
11 6 12 6 36,000 $25 Borne Scrymser Co............. 50c Oct. 15, 35 50 12 “12 12 + 
38 26 42% 30% 200,000 50 Buckeye Pipe Line Co.......... 75cQ ESS |S ee ee He 
150 “ 157. 115 120,000 25 Chesebrough Mfg. Co........... $1.50 es te ee ree 
14% 9% 23% 10 5,977,873 N.P. Creole Petroleum Co........... mere Gree aco aime 43,700 22 i9\% 19% 2 
37 30 38 33% 50,000 $50 Eureka Pipe Line Co..,........ $1Q OS) | ree aii a 
49% 33% 64 44 8,968,479 N.P. Humble Oil & Refg. Co........ 25cQ Oct. 1,35 9,700 61% 591% 60% b6 
17% 12% 22 15% 26,919,871 N.P. Penperael Oil Ed. o.oo cc pacecce $25cS. Dec. 2, 35 13,200 20% 19% 19% 
17 12% 22 16% : N.P. iD  WNNUNNIII 5 io as o.5ies sonore 25cQ — 1, 34 900 20% 19% 197 ; 
6% 3% 6 35% 300,000 $10 Indiana Pipe Line Co.......... 20c** ov. 15, 35 800 5% 5% 5% ¥% 
333% 19% 39% 28 14,324,088 N.P. International Pet. Ce........... $75cS. Dec. 2, 35 14,800 35 34 33% 34 1k 
9% 7 10 63% 509,000 $12.50 National ‘Teanstit Co...........4. 35c¢ Dec. 15, 34 1,500 9% 9% 934 I 
434 3 4% 3 100,000 5 New York Transit Co.......... 15c¢ S.A. Oct. 15, 34 1,500 4% 4% 4% 
7 4% 8 5% 120,000 10 Northern Pipe Line Co......... 25c S.A. uly 1, 35 100 73 7% 7% 
91 83% 107% 90% 562,122 100 EE oa” * ar ee $1.50Q c. 14, 35 500 1033, 1035 103% 4+ ! 
8% 3% 11 8 400,000 25 Penn Mex. Feel Go........6.00% mere Gs 245,29 300 8 7% 8 + 4} 
5% 63m%~éC«SS 3% 100,000 10 Southern Pipe Line Co......... 15c¢ Sept. 3, 35 1,400 434 44 434 I 
26% 17% 32% 21% 1,200,000 25 BOGtR FeRR TH CO... ices ccs os 30c Sept. 30, 35 1,700 32% 3134 32 0 
47 41 56 45% 35,000 50 — West Pa. Pipe Lines..... $1Q i 2 _p_e> eens ie ee 
IS& 14% 24 18 2,604,790 10 eS TOOT 25¢ lec. 14, 35 1,700 21% 21% 21% 
16% 8% 12 7% 188,403 25 o. ee See ere eee ean June 20, 34 400 1134 115% 11s — ‘ 
28% 12% 23% 11% 753,740 25 S SPC UN go sic 6:50 oc wa ewes os seal Apr. 16, 34 1,500 22% 21% Aw — 
95 78 99% 91 120,000 100 BO ee Ws noc Sas iw sew aces $1.25Q Oct. 10, 35 450 9434 94 94% + 2} 
4% 2 6 2% 34,158 25 Swan Finch Ol 2 ee eee 87 ie Dec. 16, 35 100 S14 514 5% + #44 
*New high. tNew low. tI mperial Oil Spec. 37McZ Dec. 2, 35. International Pet. Spec. 50c Dec. 2, 35 
x Ex dividend. **15c¢ regular; Sc extra. 
Study Traffic Problems leum section of the National Safety Shell Petroleum Corp., St. Louis; R. 
- Council to make a study of the traffic E. Donovan, Standard Oil Co. of Cali- 
NEW YORK, Dec. 14.—A. A. Nich- problem. fornia, San Francisco; G. O. Lock- 
oson, The Texas Co., New York, has Other members of the committee wood, The Empire Companies, Bartles- 


been appointed chairman of commit- are: R.S. Bonsib, Standard Oil Co. of vile, Okla.; and C. W. Smith, Stand- 
tee recently organized by the petro- New Jersey, New York; Glenn Byers, ard Oil Co. of Indiana, Chicago. 
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Oil and Royalty Stocks on New York Curb _ ADVERTISERS 
} 
Transactions Week Ended Dec. 21 | IN THIS ISSUE 
1934 1935 Par Sales Week's 
High Low High Low Value Company Shares High Low Last Change | 
4 1\% it % N.P. American Maracaibo.. 4,000 1} 5 54 vs | 
2% 1 3% &% N.P. Arkansas Nat. Gas... 5,100 35 31g 316 % | 
5 i is 8 1 a 3 a, es See ae 15,400 % 3 3\4 + |}8 | This index is published as @ convenience to the 
. “4 — ee ee Fae esecseessne ee ° ee cece | : : 
: 5% 12% 16% 14% N.P._ British eon “Oil coup. 200 3=6 16% ~—SOtC«*WG 16 1, | reader. Every care is taken to make it acew- 
3 5 1% 4% 1% Ris — — : ‘ 4,000 2% 2% 2% is | rate, but National Petroleum News assumes 
4\% 1% \y ‘ & A ities Service 78,800 234 2% 234 + TH — 
6% 11% 433% 6% $100 do pfd........... (S300 #4gag 338k 43th Lara | 20 responsibility for errors or omissions 
; 2 1% 3%06CUwSMC CS do pfd. B....... 1100 = #3. 2% 3 eee aes > 
+: 9 41 6 100 do pfd. BB. a 200 *41 30 41 +10% 
3% ia 2% 8 N.P. Colon Oil Corp...... 14,500 1% Ve 14g + 4\% 
1% % +41% \y N.P. Columbia Oil & Gas vtec. 5,700 iy Ys a ee 
2 1% 3 1 $l Consolidated Royalty. . 700 24 2% 2% iy | 
: 1% kg 1% yy N.P. a owe Se 6,100 14 3, I%y + & 
4. 9 2% 4% #4 $100 ce | eee 2,700 2% 2 2% + % 
} 1% 351K 5 N.P. Crown Soaceeh Pet.. 18,700 15% 1% 1% 0 
§ 7% 4% 8% 4 N.P. Darby Petroleum...... 1,800 #25 734 85g 5% 1 Amer cae Miwa’ Sse en 4 
2% #1 2 3% «ON.P. —_ a & Refg.. 200 13, 13,4 13, 0 ee ~ : 
7 “ee 20 20 See OE | Pee ee nee ; ; 
76% 50 7434 50% $25 Gulf Oil “Gor 15,300 73% 70% 72 2 
4% 1% #4% #=$%1% ‘N<.P. Indian Ter. hig. Oil A 800 3 2% 3 0 f 
My 4% 1% 4% 1% N.P. Oe Mca e pe wcein ns 300 314 3 3h, Ly 
3 1% 3 1% N.P. Kirby Petroleum...... 800 27% 23, 23, 4 
4 % t 34 V4 $25 Leonard Oil Dev.. ; 3,700 %& ly ly % Bis cui Geate Chl Cos 
6 3 84 3 N.P. Lion Oil Refg......... 500 7\4 7 7\4 34 
8% 4% 10% 4% N.P. Lone Star Gas........ 2,700 97,4 ke 34 0 
\y 83% Sw 19 4 N.P. Margay Oil Co....... 
: 2% 1 2%  % N.P. Mexico-Ohio Oil... .. 200 ? iz, 17% 3 
ve 5 2% 3% 1% N.P. Michigan Gas & Oil... 400 2% 2 2 ¥ 
a 2% = 1 3% % N.P. Mid. States Pet. A vtec. 900 3 234 234 \4 
hy 1% M4 i YyN.P. OE Sera 1,300 56 le le 4 Classified Ad a ts 1 
; 34 vs 4 \4 $1 Mountain & Gulf..... 800 Ys x vs ly 
5% 64 5% COU4YK 10 Mountain Producers.. 2,700 5% 5 5 % 
18% % 20 13% N.P. National Fuel Gas.... 3,000 193% 18% 18% + &% 
2% 1% 34% 2 $5 New Bradford Oil..... 300 3 2% 3 My 
, 3% 1% 4 2 N.P. North Central Texas.. ef gee aa ee ‘ 
ts te ts N.P. North European...... 2,800 % ¥s +4 0 
ra 10% 8% 12 9 N.P. Oil Stocks Ltd. A..... 1200 *12% 12% 12 + & Deen Rock OF Corn Fourth Caves 
2% % 4% $14 #N.<.P. _ Pantepec of Venezuela. 48,000 3 3% 5% ayn Ne sar " 
% % ® % y N.P. Producers Royalty.... 12,900 #34 \4 ly Ys 
63 33 70 3434 $100 Pure Oil 6% pfd...... - Te ; : 
M6 1%  %& 3% ° +S NLP. Red Bank Oll........ 12.0. - 
% I % vs N.P.  Reiter-Foster Oil...... 2,600 4 3 3% Vy 
D 4 2% % $25 _~ Richfield Oil pfd...... 15,400 #276 134 2% Vg 
%% 1% “4 3 1 .. Root Petroleum.. 3,600 41% 4he 454 % 1 Esso $8 
Me 84% 3 IS% 4 10 do conv. pr. pid. 1300 *15% 14 14 is 
As ea “aaa eae $10 Royalty Corp. pid.....  ..... . 
Y4 3% % 21% & N.P. Ryan Consolidated. 1,500 2% 2 2 1 
iy oe l tt $10 Salt Creek Consolidated 1,300 3 i mst & 
be 7% #5 7 5 10 Salt Creek Prod. 900 7 634 7 t+ % 
a) 6 4% 6% 3%, N.P Southland Royalty... 1,200 6% ¢ 6 ly 
# 802% iy $5 Sanrdy Ge. ...1.... 8,900 2% 2% 2% MI Firest lire & Rubber ¢ 1 
aaah eae 3% 2 $1 Swiss Oil Corp.. 1,600 3564 33, ily l¢ " 
‘ 11 4% 6% 5 N.P. Texon Oil & Land. 800 5% 53, 57% WA 
M4 1% % 4 tt $5 Venezuela Petroleum. 7,000 13, 1% 1% 4 
5% 23% 6% 3% 1 Woodley Petroleum... 800 5% 514 5% 1g 
*New high. tNew low. 
Py General American Tank Storage & Terminal Co 6) 
New Veil Mead Pittsburgh Stock Exchange | oui ten" i 
Cw or on S Transactions Week Ended Dec. 20, 1935 
Week Ended Dec. 21 Change 
. Over 
High Low Last Change Sales High Low Last Week 
's Atlantic Refg. deb. 5s ’37 106% 106 106 0 r t yas oO: 21 24 1 . P 
e Pan Amer. Pet. of Calif.6s 50% 454% 50% +3 — aa a0 6% 8. 62 | McDonald Mig. Co., A. ¥. 
“yrs do pfd 148 /% 4 6% 4 Morrison Bros & 
j Pan Amer. Pet. of Calif. 6s +Cities Serv 217 23 iy +h ; orrison ites , 4 
Le Cited cp eettas cde cakee 5034 45% 5034 +4% Col Gas & Ele 1.003 13% 127 ‘ 3 “ 6 
Pure Oil 54s cece 10874 108 108 34 Me Devonian Oil 0 16% 16 161 + 4 
Richfield Oil of Calif a ig 42% 37% 42% +4% 4+Gulf Oilof Pa.... 1.420 731 731 731, 491, 
2 Richfield Oil of Calif. Lone GarCu: .. 3°913 3, 916 937 } ry, 
ctfs ee 42 36 ¥4 HH +3% t do 6 p.c conv. : . ' : : j 
5, Shell Union Oil 5s ’47... 103 10234 10234 0 , 77 3, 1003 1 ical a 
Shell Pipe Line 5s’52.... 10334 103% 103% + %%4 me pfd NO 110 110° 110 0” | National Petroleum News res 
Skelly Oil Se ae 1023 102 102 % Mountain Fuel at aoe sneinidibeneicaahh . 
3 Socony-Vacuum 3s’ 50. 104 1035 104 + \% Supply 757 4h 43 43 0 
1 ke Union Oil of Calif. 6s ’42. 119% 119% 119% 26 Piesace Oh) pid 600 03 03 03 02 
" Union Oil of Calif. 48 47 11534 115% 115%) + % pon Oil & Gas. 150 1! i [1 \Y 
yo Warner Quinlan 68°39... 30}5 28% 30 +2 Plymouth Oil 45 12% 12 12. O- 
4 Shamrock Oil & 
ie k ¢ B d sadesd l sate 2% 2H 2% 0 Refiners Marketing Co oe 63 
7 New York Curb Bonds = syrisi G1, 
’ Week Ended Dec. 21 tUnlisted 
1 High Low Last Change 
Sh ra re alana ae eae ae xan Cleveland Stock Exchange ees ; 
“Vy Cities Serv. 5s °50.... 69\, 69% 694 0 Transactions Week Ended Dec. 21, 1935 
: Cities Serv. 5s 66 69% 68% 69% +1% —_ " naaentl 
Cities Serv. 5 Ms °42 96% 95 96% + % Change 
mpire O & R 5 Ms *42 7934 77% 77%, ye Over 
Gulf Oil 5s ’47 10634 106% 106% + \% Sales High Low Last Week 
Tide Water 5s °79 973, 96% 96% \4 ——--—-- -— ————— cae 
Canfield Oil . , whe U. & Ags $8 Co I i ¢ 7 
Nat'l Reining 177 4¢ 4', 4% be OF sal Oil P Co 27 
do pfd 189 §2 ) 52 — 0 
Olen Is Honored 
“4 CHICAGO—-The National Associa- 
ce tion of Manufacturers at its recent The appointment permits Mr. Olen to} , p Co 
“ ‘convention selected Walter A. Olen, appear before all types of civic and | 
4 president and general manager of the community groups to explain the prin- | 
. four Wheel Drive Auto Co., Clinton- ciples and viewpoints of industry as an 
vide, Wis. as an authorized speaker. authorized association representative. Wilson & Bennett Mfg. Co Second Cover 
Ws December 25, 1935 
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Text of Treasury Decision on Payroll Tax 


WASHINGTON, Dec. 21. 
ing is complete text of the Treasury 
decision issued today by the Bureau of 
Internal Revenue giving information 
as to what records employers will be 
required to keep for the federal pay 
roll tax, effective Jan. 1, 1936, unde? 
the Social Security Law and explain- 
ing the unemployment-compensation 
provisions of the new law: 


Follow 


(T. D. 4616) 


Excise tax imposed by Title IX of the 
Social Security Act 


Records to be maintained. 


Treasury 
Office of 


Department, 
Commissioner of 
Internal Revenue, 
Washington. D. C 


To collectors of internal revenue and 
others concerned: 
Paragraph A, Section 901 (Titis 


IX) of the Social Security Act pro 
vides, in part: 
“On and after Jan. 1, 1936, every 


employer (as defined in Section 907) 
shall pay for each calendar year an ex 
cise tax, with respect to having in 
dividuals in his employ, = 
Paragraph B, Section 


Gi? (Titi: 


IX) of the Social Security Act pro 
vides: 

“The taxpayer may credit against 
the tax imposed by Section 901 the 


amount of contributions, with respect 


to employment during the taxable 
year, paid by him (before the date 
of filing his return for the taxable 


year) into an unemployment fund un 
der a state law. The total credit al- 
lowed to a taxpayer under this sec 
tion for all contributions paid into un- 
employment funds with respect to em- 
ployment during such 
shall not exceed 90 per 
the tax against which it is credited, 
and credit shall be allowed only for 
contributions made under the laws of 
states certified for the taxable 
as provided in Section 9038." 


taxable year 


centum of 


year 


Paragraph C 
1X) of the 
vides, in part: 

“(A) The tax imposed by 
shall be collected by the 
Internal Revenue under the direction 
of the Secretary of the Treasury and 
shall be paid into the Treasury of the 
United States as internal-revenue col 
lections. * * *, 


Section 905 


Social 


(Title 
Security Act pro 

this title 
Bureau ot 


“(B) Not later than January 31, 
next following the close of the tax- 


able year, each employer shall make a 
return of the tax under this title for 
such taxable year. Each such return 
* * * shall contain such information 
and be made in such manner as the 


Commissioner of Interna) Revenue, 


with the approval of the Secretary of 
the Treasury, may be regulations pre- 
scribe. All provisions of law (inciud 
ing penalties) applicable in respect of 
the taxes imposed by Section 600 of 
the Revenue Act of 1926, shall, inso- 
far as not inconsistent with this title, 
be applicable in respect of the tax im- 
posed by this title. * * *”’ 

Paragraph D, Section 947 (Title IX) 
of the Social Security Act 
in part: 


provides, 


“When used in this title 

“(A) The term ‘employer’ does not 
include any person unless on each orf 
some twenty days during the taxable 
vear, each day being in a different 
calendar week, the total number of in- 
dividuals who were in his employ for 
some portion of the day (whether or 


not at the same moment of time) was 
eight or more. 
“(B) The term ‘wages’ means all 


remuneration for employment, includ 
ing 


the cash value of all remunera- 
tion paid in any medium other than 
cash. 


“(C) The term ‘employment’ means 
any service, ofl whatever nature 
performed within the United States by 
an employe for his employer, except 


“(1) Agricultural labor; 

(2) Domestic service in a private 
home; 

““(3) Service performed as an offi- 


cer or member of the crew of a ves- 


sel on the navigable waters of the 
United States; 

“(4) Service performed by an in 
dividual in the employ of his son. 
daughter, or spouse, and service per 


formed by a child under 
twenty-one in the employ 
er or mother; 


the age of 
of his fath 


“(5) Service performed in the em 
ploy of the United States Government 
or of any instrumentality of the United 
States; 

**(6) Service performed in the em 
ploy of a state, a political subdivision 
thereof, or an instrumentality of one 
or more states or political 
sions; 

“(7) Service performed in the em 
ploy of a corporation, community. 
chest, fund, or foundation, organized 
and operated exclusively for religious, 
charitable, scientific, literary, or edu 
‘ational purposes, or for the preven 
tion of cruelty to children or animals. 
no part of the net earnings of which 
inures to the benefit of any 
shareholder or individual. 

“(D) The term ‘state agency’ means 
any state officer, board, or other au- 
thority, designated under a state law 
to administer the unemployment fund 
in such state. 

“(E) The term ‘unemployment fund’ 
means a special fund, established un- 


subdivi 


private 





der a state law and administered hy 
a State agency, for the payment of 
compensation, 

“~(F’) The term ‘contributions 


means payments required by a stat: 
law to be made by an employer into a) 
unemployment fund, to the extent tha 
such payments are made by him with 
out any part thereof being deducted 
or deductable from the wages of i 
dividuals in his employ. 

Paragraph FE, Section 908 ( Title IX 
of the Social Security Act provides: 

“The Commissioner of Interna 
Revenue, with the approval of the 
Secretary of the Treasury, shall make« 
and publish rules and regulations for 


the enforcement of this title, exeept 
Sections 903, 904 and 9109." 
Paragraph fF, Section 1101 (A 


(Title XI) of the Social Security Act 
provides, in part: 

“When used in this act 

““(1) The term except whe! 
used in Section 531, includes Alaska 
Hawaii, and the District of Columbia 

“(2) The term ‘United States’ whe) 
used in a geographical 
the states, Alaska, Hawaii 
District of Columbia. 


‘state’ 


sense means 


and the 


““(3) The term ‘person’ means an it 
dividual, a trust or estate, a partner 
ship, or a corporation. 

““(4) The term 
cludes associations, 
panies, and 
* * 


‘corporation ir 
joint-stock 
insurance 


eam 


companies 


Paragraph G, Section 1102 (Title 
XI) of the Revenue Act of 1926 pro 
vides: 

“(A) Every person liable to any tay 
imposed by this Act, or for the collec 
tion thereof, shall keep such records 
render under oath such statements 
make such returns, and comply wit! 
such rules and regulations, as_ the 
Commissioner, with the approval of 
the Secretary, may from time to time 
prescribe. 

“(B) Whenever in the judgment of 
the Commissioner necessary he may 
require any person, by notice served 
upon him, to make a return, render 
under oath such statements. or kee} 
such records as the (Commissione! 
deems sufficient to show whether o: 
not such person is liable to tax 

“(C) The Commissioner, with thi 
approval of the Secretary, may by reg 
ulation prescribe that any return rr 
quired by any internal revenue law 
(except returns required under ineome 
or estate tax laws) to be under oath 
may, if the amount of the tax cov 
ered thereby is not in excess of $10 
be signed or acknowledged before two 
witnesses instead of under 


“(D) Any oath or affirmation 1 
quired by the provisions of this Ac! 
or regulations made under authorit\ 
thereof may be administered by any 
officer authorized to administer oaths 
for general purposes by the law of the 
United States or of any state, territory 
or possession of the United States. 


oath 
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wherein such oath or affirmation is 
administered, or by any consular off- 
icer of the United States.” 

Paragraph H, Section 1114 (A) 
(Title XI) of the Revenue Act of 1926 
provides: 

“(A) Any person required under 
this Act to pay any tax, or required 
by law or regulations made under au- 
thority thereof to make a return, keep 
any records, or supply any informa- 
tion, for the purposes of the computa- 
tion, assessment, or collection of any 
tax imposed by this Act, who will 
fully fails to pay such tax, make such 
return, keep such records, or supply such 
information, at the time or times re 
quired by law or regulations, shall, 
in addition to other penalties provided 
by law, be guilty of a misdemeanor 
and, upon conviction thereof, be fined 
not more than $10,000, or imprisoned 
for not more than one year, or both, 
together with the costs of prosecu- 
tion.”’ 


Pursuant to the above-quoted pro 
visions of law, the following regula 
tions are hereby prescribed with re- 
spect to the records to be maintainec 
for the purposes of the excise tax 
imposed by Title IX of the Social Se- 
curity Act: 

Art. 1. As used in these regula- 
tions, the terms defined in Paragraphs 
D and F, above, shall have the re 
spective meanings therein assigned to 
them. 

Art. 2. (A) Every person subject 
to tax under the Act shall, during the 
calendar year 1936, or any calendar 
year thereafter, for each such calendar 
year, keep such permanent records 
as are necessary to establish: 

(1) The total amount of remunera- 
tion payable to his employes in cash 
or in a medium other than cash, show- 
ing separately, (a) total remuneration 
payable with respect to services ex 
cepted by Section 907 (C), (b) total 
remuneration payable with respect to 
services performed outside of the 
United States, (c) total remuneration 
payable with respect to all other serv- 
ices. 

(2) The amount of contributions 
with respect to employment during the 
calendar year paid by him into any 
state unemployment fund, showing 
separately, (a) payments made and 
not deducted (or deductible) from the 
remuneration of employes, (b) pay- 
ments made and deducted (or de 
ductible from the remuneration of 
employes, (c) payments made with re 
spect to services excepted by Section 
$07 CC}. 

(3) Such other information as will 
enable the Commissioner to determine 
whether such person is subject to the 
tax, and, if subject to the tax, the 
amount thereof. 

(B) No particular method of ac- 
counting or form of record is pre- 
scribed. Each person may adopt such 
records and such method of account- 
ing as may best meet the require 
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ments of his own business, provided 
that they clearly and accurately show 
the information required above, and 
enable him to make a proper return on 
the prescribed form. 


(C) Records are not required to 
show the number of individuals em- 
ployed on any day, but must show 
the total amount of remuneration ac 
tually paid during each calendai 
month and the number of individuals 
employed during each calendar month 
or during each such lesser period as 
the employer may elect. 


(D) Any person who employs in 
dividuals during any calendar year 
but who considers that he is not an 
employer subject to the tax (see Para 
graph D, above), should be prepared 
to establish by proper records (includ- 
ing, where necessary, records of the 
number of persons employed each day) 
that he is not an employer subject to 
the tax. 

Article 3. All records required by 
these regulations shall be kept safe 
and readily accessible at the principal! 
place of business of the person re 
quired to keep such records, or at such 
other place or places as the Commis 
sioner, upon written application by the 
person concerned, may approve. Such 
records shall at all times be open for 
inspection by internal revenue officers. 
and shall be preserved for a_ period 
of at least four years from the due 
date of the tax for the calendar yeai 
to which they relate 


GUY T. HELVERING, 
Commissioner of Internal Revenue. 
Approved: December 20, 1935. 


H. MORGENTHAU, JR.. 


Secretary of the Treasury 


Motor Carriers Plan 


Annual Meeting 


TULSA, Dec. 21 The annual con- 
vention of the Associated Motor Car- 
riers of Oklahoma, Inc., will be held in 
Tulsa Sunday and Monday, Feb. 2 and 
3, Ray G. Atherton, executive secre 
tary, has announced 

With the new I. GC. C 
uppermost in the minds of truck opera- 


regulations 


tors, the program committee has de- 
cided to give considerable time to a 
discussion of the requirements under 
the new federal motor carrier act. 


Joseph Eastman, federal co-ordina- | 
tor of transportation, has agreed tenta- | 


tively to be a speaker at the conven 
tion. Ted V. Rogers, president of the 
American Trucking Associations, Ine., 
also will be a speaker. Other represen 


tatives of the Motor Carrier Bureau of 


the I. C. C., and of the American 
Trucking Associations, also have been 
invited to appear on the program. 


THE 
OIL INDUSTRY 
EXCHANGE 


For Sale 








TRUCK TANK FOR SALE 
One 383-gallon three-compartment Colum- 
bian tank with barrel carrier and bucket 
box on each side. A-1 condition 


Jay O’Flynn 
Owensboro, Ky 





Wanted to Buy 








SEMI-TRAILER 


With tank capacity about 3,000 gallons 
Write giving full particulars and prices 


Address Box 286 





Professional Services 





ACCURATE LABORATORY TESTS 
GASOLINE OIL 


Standard Methods Employed 
Octane Ratings by A. S. T. M. CFR Unit 


THE DETROIT TESTING LABORATORY 
654 Bagley Avenue, Detroit, Mich. 








BURRELL-MASE ENGINEERING CoO. 


Law and Finance Building 
Pittsburgh, Pa. 


PETROLEUM & NATURAL GAS 
Consultation—Construction—Testing 








ANTI-KNOCK VALUE 
DETERMINATIONS 


THE GRAY INDUSTRIAL LABORATORIES 
Chemists and Engineers 
Specialists on Petroleum Products 
961-976 Frelinghuysen Ave., 

NEWARK, N. J. 
Telephone Bigelow 8-4020 











ROYAL E. BURNHAM 
Attorney-at-Law 


Patent and Trade Mark Practice 
Exclusively 


611 Eleventh Street, N. W. 
Washington, D. C. 





Miscellaneous 








WHAT IT COSTS 

“For Sale,”” “Wanted to Buy,” “Help 
Wanted,” “Business Opportunities.” 

“Miscellaneous” classifications, set in 
type this size without border—10 centa a 
word. Minimum charge, $3.00. 

“Position Wanted’’—5 cents a word. 
Minimum charge $1.00. 

Advertisements set in special type or 
with border—$4.00 per column inch. 

Copy must reach us not later than Fri- 
day preceding date of issue. 

All advertisements carried on this page 
are payable in advance. 


























RY 


on arriving 
at our 


25th birthday 


T was Ralph Waldo Emerson 


said, upon the celebration of his 75th 


Birthday, ‘‘Now that I have the hang of 


the thing, I think I can do it again’’. 


Twenty-five years in the life of an in- 


dividual is hardly a begin- 
ning. Twenty-five years in 
the life of a business insti- 
tution, while perhaps not 
so unusual, is still some- 


thing else again. 


The time which has 
elapsed between 1911, when 
we started with one room 
and two men, through to 
the present day, as the 
world’s largest exclusive 
manufacturers of rotary 
pumps — has seen great 


changes and improve- 


who 








Engineering science and knowledge 
has greatly increased—manufactur- 
ing methods have been vastly im- 
proved—during the past quarter 
century. 

However, the soundness of Viking’s 
original “Gear Within A Gear— 
Two Moving Parts” Principle is 
proved by the fact that it is funda- 
mentally the same today as it was 
25 years ago. 

As further proof of Viking’s effi- 
ciency, sturdiness and long life is 
the fact that approximately a half- 
million Viking Rotary Pumps are 
in successful operation today. 








ments in factory production methods. 

Time, however, has not caused us to 
deviate in the slightest from our orig- 
inal basic policies — to engineer them 


soundly — to construct them sturdily 


— to price them fairly. 

Matured as we are in 
judgement and experience, 
our arteries are still flex- 
ible enough to meet chang- 
ing conditions—our minds 
impressionable enough to 
accept any new idea that 
will increase the efficiency 


and life of our product. 


So, upon arriving at our 
25th 


**Now 


Birthday, we say, 
that we have the 
hang of the thing, we 


think we can do it again’’. 


Visit our Exhibit, Booth No. 718, Fourth International Heating and 
Ventilating Exposition, January 27th to 31st, New International Amphi- 


theatre, Chicago, Illinois 


VIKING PUMP COMPANY 
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